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A 

N  E  W  and  COMPLEAT 

SYSTEM  of  ARCHITECTURE, 

Delineated  in  a  Variety  of 

PLANS  and  ELEVATIONS; 

Together  with 

Offices  and  Out- Buildings  proportioned  thereto,  and  appropriated  to  the  feveral 

Ules  and  Situations  required  ; 

AND 

ESTIMATES  of  each  DESIGN. 

Prefixed  to  thefe  are 

Ten  different  Sorts  of  PIERS,  with  GATES  of  various  Compofitions  fuitable  to  the  fame  ; 

intended  for  Entrances  to  Courts,  Gardens,  &c. 

ALSO 

New  Architectonic  Rules  for ‘drawing  the  Members,  in  all  Kinds  and  Proportions  of  the  Orders. 

To  which  is  added, 

A  Method  of  Discharging  and  Supporting  of  ARCHES  in  BRIDGES, 

As  it  often  happens  that  there  is  a  finking  in  the  Piers. 

The  Whole  comprifed  on  Forty-feven  Copper-Plates,  with  Explanations  thereto  in  common  Fiefs  Work. 

Defigned  by 

in  L  LI  A  M  HALFPENNY)  Architeft  and  Carpenter. _ 

LONDON: 

Printed  for  R.  S  AYER,  Map  and  Printfeller,  at  the  Golden-Buck,  oppofite  Fetter-Lane,  Ilat -fir  at 

M.DCC.LIX. 


E  F  A  C  E 

To  the  R  E  A  D  E  R. 

AS  necefiity  was  the  parent  of  building,  convenience  fhould  be  the  Architect’s  firft  view ; 

this  in  the  following  defigns  I  have  made  the  principal  and  foundation;  as  to  beauty 
and  magnificence,  they  are  fchemes  inexhauftible,  fimplicity  is  the  bafis  of  beauty; 
as  decoration  is  of  magnificence  ;  harmony  is  the  refult  of  the  firft,  and  proportion  elegantly  com¬ 
pos’d  is  the  certain  effedt  of  the  latter ;  and  inthefe  I  have  us’d  all  poffible  diligence  to  regulate 
the  whole  in  the  neateft  and  moft  exact  manner,  with  regard  as  well  to  convenience,  as  to 
beauty  and  decoration. 

When  I  began  this  work,  I  intended  only  1 5  defigns  for  fmall  edifices,  from  2,00/.  to  700/. 
value,  but  by  the  advices  of  fome  friends  who  approv’d  of  what  I  had  begun,  I  have  added  to 
them  16  defigns  more:  The  value  of  the  largeft  of  which  does  not  exceed  6000/. 

And  in  order  to  render  thofe  defigns  more  univerfally  ufeful,  as  well  to  artificers  concern’d  in 
building,  as  to  gentlemen  and  others  of  higher  dignity,  I  have  made  eftimates  of  each  defign  ; 
calculated  by  the  magnitude  of  the  plan,  by  the  area  or  great  fquare,  and  in  this  I  think,  I  can 
fafelv  fay  ;  the  difference  in  the  expence  of  building  in  moft  parts  of  England  or  Ireland ,  where 
a  gentleman  is  oblig’d  to  buy  his  materials,  will  be  little  more  than  5  pound  in  100/. 
this  by  obfervation  and  experience  in  many  parts,  upwards  of  co  years  being  employ’d  therein, 
I  can  with  the  greater  certainty  affert. 

When  1  had  finilh’d  thefe  defigns,  I  confider’d  the  ufefulnefs  of  fome  orders,  and  propor¬ 
tions  neceffary  for  piers,  and  gates,  for  entrances  to  courts,  gardens,  & c.  and  thefe  I  have  re¬ 
gulated 


PR  E  F  A  C  E. 

gulated  and  proportion’d  in  a  method  entirely  new,  and  I  have  prefix’d  them  to  the  work  as  a 
preparatory  mtrodudHon  in  1 2  plates  5  alio  one  plate  fhevving  the  ule  of  architectonick  rules 
which  is  more  methodically  explain’d  in  the  latter  part  of  this  book.  ’ 

The  drawings  of  the  whole  being  compleated,  and  having  time  on  my  hands,  curiofity  led 
me  to  view  the  lunk  pier  of  the  new  bridge  at  Weftminfter  (which  was  the  firft  time  I 
was  on  that  work)  an  accident  or  misfortune  of  that  kind,  in  fo  great  a  ftru&ure,  and  which 
was  erefled  toi  publick  utility,  put  me  immediately  upon  thinking  how  the  evil  mio-htbe  re 
medied,  and  prevent  any  future  mifchance  to  that  noble  defign;  the  refult  ofthefe  thoughts  wal 
the  fchemel  annex’d  at  the  end  of  the  work,  being  a  prebpeftive  view  of  the  2  arches  ad  join  in  2 
and  the  funk  pier  with  the  trufs,  Me.  intending  to  fecure  them.  This  I  laid  before  the  rmht  ho¬ 
nourable  and  honourable  the  commiffioners  of  the  bridge  for  their  confideration,  and  lb  all  with 
pleafure  think  myfelfwell  employ’d,  if  myfentimentsinthe  whole  or  in  part  may  be  found  ufeful 
as  one  of  fociety ;  every  individual  has  aright  to  contribute  his  fentiments  for  the  publick  good  * 
and  if  mine  may  be  thought  worthy  their  notice,  I  have  done  no  more  than  the  duty  of  every 
being  in  community,  though  itfhould  not  any  thing  contribute  to  my  own  immediate  intereft 
Thefe  are  the  principal  things  I  have  to  fay  on  this  fubjeiT,  and  I  hope  my  explanations  and 
remarks  on  10  noble  a  Science  as  Architecture,  and  properly  introduc’d,  I  have  found  an 
innocent  and  agreeable  amufement  in  the  compofition  of  them,  as  I  hope  the  reader  will  in 
the  perulal;  and  whatever  may  farther  contribute  to  it  in  this  fcience,  I  may  perhaps  in  fome 
future  elTay  attempt  to  lay  before  the  publick  :  But  before  I  conclude,  I  beg  leave  to  acknow- 
edge  my  gratitude  to  my  ingenious  friend  Mr.  Robert  Morrice  architect,  to  whom  I  communi- 

cated  my  defigns,  who  gave  me  his  friendly  opinion  on  the  fame  and  am  his  and  the 
publicks 

Moji  obedient  humble  Servant , 


William  Halfpenny . 
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VARIETY  of  NEW  PLANS, 

AND 


ELEVATIONS  of  BUILDINGS, 


WITH 

DESIGN 

O  F 


Piers  and  Gates  fuitable  to  the  feveral  Entrances  into  Courts,  Gardens,  &c. 

The  proportion  of  the  members  are  calculated  from  the  width  or  diameter  of  the  pier,  as 
mark’d  on  each  plan,  which  is  divided  into  48  equal  parts  by  a  diagonal  fcale,  and  the 
feveral  mouldings  are  drawn  at  large  in  the  four  following  plates. 

PLATE  I. 


Shews  the  cornice  and  bafe  mouldings  to  the  two  piers  in  plate  VII. 


H  E  cornice  A  is  ^  of  the  diameter  of  16 
parts  thick,  and  prqjeds  11  ;  A  B  is  equal 
to  B  C,  and  is  divided  into  6  equal  parts ;  1 
is  given  to  the  projedion  of  the  fillet  at  A, 
and  1  to  the  foot  of  the  cima  reverfa  at  C,  the 
curves  are  (truck  from  the  interfeding  arches  a  b,  and  the 
corona  projeds  8  parts,  whofe  lip  D  E  is  1  and 


1  from  E  to  K  the  center  of  the  throat,  from  whence 
ftrike  the  femicircle  E  1 F-,  then  divide  the  quadrant  I F 
into  2  equal  Parts  as  at  G,  and  fet  on  the  fillet  at  H,  draw 
the  line  G  H,  then  defcribe  the  curve  of  the  cima  reda 
from  the  interfeding  arches  c  and  d.  The  thicknelles 
and  projedions  of  all  the  members  are  meafured  by  the 
diagonal  fcale  as  figured  on  the  draughts. 

B 


The 


(  4 

The  bafe  B  is  half  a  diameter,  or  2  4  parts  thick,  and  pro¬ 
jects  4  \  j  lay  down  the  ftrait  lines  of  the  members,  and 
defcribe2  the  curve  of  the  torus :  draw  the  dotted  lines  L  M, 
which  divide  into  1 1  equal  parts,  the  fixth  from  L,  as 
at  O,  is  the  centure  of  the  curve  L  P  N,  and  P  will  be 
perpendicular  over  the  face  of  the  plinth. 

The  bafe  C  is  half  a  diameter  or  24  parts  thick,  and 
projects  5  1 5  its  feveral  members  are  mark’d  on  the 
draught,  whofe-ftrait  lines  muft  firlt  be  laid  down,  and 
the  cima  reverfa  defcribed  :  draw  the  dotted  hipothe- 
nufe  line  gfS,  and  middle  it ;  then  ftrike  the  interfering 
arches  at  e  and  f,  which  are  the  centers  of  the  curves  ^ 
S  -,  and  R  S  will  be  found  equal  to  f  of  £>^R. 

PLATE  II. 

Shews  the  cornice  and  bafe  mouldings  to  the  piers  in  plate 
VI.  (Sc. 

'  I  '  H  E  bafe  D  is  half  a  diameter  or  24  parts  thick,  and 
projects  6  \  ;  the  feveral  members  are  figured  in  the 
draught,  whofe  ftrait  lines  muft  firft  be  laid  down;  then 
defcribe  the  curves  of  the  cima  reverfa,  and  torus: 
draw  the  dotted  line  A  C  and  middle  it,  then  ftrike  the 
arches  a  and  b,  which  are  the  centers  of  the  curves  A  C, 
and  the  line  B  C  will  be  equal  to  ^of  A  B.  To  defcribe 
the  curve  of  the  torus,  draw  D  E,  which  divide  into  1 1 
equal  parts,  the  6th  from  D,  as  at  G  is  the  center  of  ID 
H  F,  and  H  will  be  perpendicular  over  the  face  of  the 
plinth. 

The  cornice  E  is  \  of  a  diameter  or  16  parts  thick, 
and  projects  10  |  ;  and  the  feveral  members  are  figured  on 
the  draught :  S  T and  S  I  are  equal:  and  the  curves  of  the 
cima  reCta  1  7,  are  defcribed  from  the  interfering 
afches  c  d. 


) 

The  bafe  F  is  half  a  diameter  or  24  parts  thick,  and 
projects  7  ‘ ;  and  the  feveral  members  are  figured  on  the 
draught,  whofe  ftrait  lines  muft  be  laid  down,  then  de¬ 
fcribe  the  curves  of  the  cavetto  and  torus  thus:  draw  the 
perpendicular  line  K  L,  which  will  be  found  5‘  longer  than 
L  M,  then  take  L  M  and  ftrike  an  arch  at  f  interfedt 
the  fame  from  e ,  which  is  the  center  of  the  curve  M  e, 
and  the  remainder  e  K  is  a  ftrait  line ;  again,  let  fall  the 
perpendicular  line  Ng^,  and  divide  it  into  1 1  equal  parts, 
the  6th  from  IV  as  at  O,  is  the  center  of  N  P  R ,  and  P 
will  be  perpendicular  over  the  face  of  the  plinth. 

PLATE  III. 

Shews  two  different  cornices  to  the  piers  in  plates  IX,  X, 
and  XI. 

TH  E  cornice  G  is  ^  of  a  diameter  thick,  and  projects 
9  i  A  B  is  equal  to  B  C,  and  is  divided  into  6  equal 
parts,  1  is  given  to  the  projection  of  the  fillet  at  A ,  and 
1  to  the  foot  of  the  cima  reverfa  at  C,  and  4  remains  to 
its  moulding,  the  curve  is  defcrib’d  from  a  and  b :  draw 
E  F  perpendicular  over  the  face  of  the  lower  fillet,  which 
will  be  found  equal  to  E  D  ;  then  middle  the  bipothenufe 
line  D  F,  and  defcribe  the  interfeCting  arches  at  c  and  d, 
from  whence  ftrike  the  curves  F  D  ;  then  fet  on  j  of  a 
part  beyond  the  face  of  the  lower  fillet,  as  defcribed  by  the 
dotted  line  G,  which  middle  as  at  H,  and  ftrike  the  nofe 
of  the  bead,  whofe  projection  is  \  of  a  part  more  than  a 
femicircle. 

The  cornice  H  is  j  of  a  diameter  or  16  parts  thick, 
and  projeCt  1 1  i ;  and  the  feveral  members  are  marked  on 
the  draught.  IK  and  I L  are  equal,  and  the  curves  are 
ftruck  from  eand  f ;  the  corona  projects  8  *,  from  whence 
fet  back  1  i  for  its  lip,  and  1  i  for  the  center  of  the  throat 
as  at  g-,  rife  the  perpendicular  ON  over  the  face  of  the 

lower 
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lower  fillet,  then  will  N  M  be  J  of  N  0 :  draw  the  line 
O  M,  and  ftrike  the  interfering  arches  at  i  and  h,  from 
whence  defcribe  the  cima  recta  O  M,  then  add  J  of  a 
part  to  the  projection  of  the  bead,  as  the  dotted  line  P, 
and  ftrike  its  curve  O 

PLATE  IV. 


Stews  the  cornice  to  the  piers  in  plates  V,  VII,  and  XII. 
and  a  bafe  moulding ,  which  may  be  ufed  at  difcretion  to 
either  of  the  large  piers. 

HP  H  E  cornice  /is  i  of  a  diameter,  or  12  parts  thick, 
*  and  projedts  beyond  its  facia  10  and  the  latter  is 
the  fame  thicknefs,  and  projedts  4 ,  and  the  leveral  mem¬ 
bers  are  mark’d  on  the  draught,  A  B  is  equal  to  B  C,  and 
the  cima  redta  is  defcrib’d  from  the  interfecting  arches  at 
a  and  b,  alfo  E  D  and  E  F  are  equal,  and  the  cima  re- 
verfe  F D  is  ftruck  from  the  curves  at  c  and  d. 

The  bafe  K  his  half  a  diameter,  or  24  parts  thick,  and 
projects  7,  and  the  feveral  members  are  mark'd  on  the 
draught,  whofe  ftraight  lines  muft  be  drawn,  then  the 
different  curves,  firft  I G  from  e,  and  the  cima  reverfa 
K  L  from  the  interfections  at /'and  g:  then  draw  M  N, 
which  divide  into  1 1  equal  parts,  and  the  6th  from  Mas  at 
O  is  the  center  of  the  torus  MSfP,  and  i^will  be  perpen¬ 
dicular  over  the  plinth. 


] 

cornice  with  the  facia  the  fame,  the  feveral  proportions  of 
the  latter  are  taken  from  1  plate  IV.  and  thofe  of  the  bafe 
from  D  or  F  plate  II ;  the  margents  on  the  pier  is  12  parts 
each,  and  the  projection  of  the  rufticks  from  the  body,  if 
plain,  is  2  parts,  and  if  frofted  3,  all  the  other  parts  may 
be  meafured  by  the  fcale. 

See  the  gate.  This  manner  of  framing  is  much  ftronger, 
and  lefs  fubject  to  fwag  than  in  the  common  way,  and  is 
a  good  method  for  doors  to  offices,  &c. 

PLATE  VI. 

Shews  the  plan  and  elevation  of  a  plain  pier,  and  diagonal 
fram'd  or  buttin' d  gate,  fuit able  to  the  entrance  into  a 
Court  or  Garden.  See  the  plan  M  with  the  diameter.  See. 

'T'  HIS  pier  is  4  diameters  high  from  the  bottom  bed 
of  the  plinth  to  the  upper  bed  of  the  cornice,  the 
bafe  is  half  a  diameter  thick,  and  the  cornice  j ;  and  their 
feveral  proportions  are  taken  from  E  D  or  E  F,  plate  II. 
the  margents  on  the  fronts  of  the  pier  is  1 2  parts  wide, 
and  the  pannels  24,  all  the  other  meafures  may  be  known 
by  the  diagonal  fcale. 

PLATE  VII. 


PLATE  V. 

Shews  the  plan  and  elevation  of  a  ruflick  pier,  with  agate 
fram’d  or  battin'd  in  a  diagonal pofition,  adapted  to  the 
entrance  into  a  Court  or  Garden.  See  the  plan  marPd 
L,  with  its  diameter  and  diagonal fcale  of  48  parts. 

HP  HIS  pier  is  4  diameters  and  40  parts  high  from 
the  bottom  bed  of  the  plinth  to  the  upper  bed  of 
the  cornice;  the  bafe  is  half  a  diameter  high,  and  the 


Shews  the  plans  and  elevations  of  two  piers  futiable  to  the 
entrance  into  the  front  Court  or  Garden,  &c.  of  a  well 
finifod  building.  See  the  plans  N  N  with  their  dia¬ 
meters. 

r  I  *  H  E  S  E  piers  are  each  4  diameters  high,  from  the 
bottom  bed  of  the  plinth  to  the  upper  bed  of  the 
cornice ;  their  bafes  is  i  a  diameter  thick,  and  their  cor¬ 
nices  ’ ;  and  the  feveral  proportions  are  taken  from  ABC 
plate  1.  Thele  and  all  the  other  parts  may  be  meafured 
by  the  fcale. 


PLATE 


(  4  ) 


PLATE  VIII. 


Shews  the  plans  and  elevations  of  2  piers,  adapted  to  the 
entrance  into  the  front  Court ,  or  Garden,  &c.  of  a  -well 
finifid  building.  See  the  plan  O  with  its  diameter 
equal  to  both  piers. 

THESE  piers  are  each  6  diameters  high  from  the  bot- 
tam  bed  of  the  plinth  to  the  top  of  the  cornice; 
their  bafe  is  j  a  diameter  thick,  and  their  cornice  and  fa¬ 
cia  the  fame  ;  their  feveral  proportions  are  taken  from  IB 
plate  IV.  and  all  the  other  meafures  may  be  known  by 
the  feale. 

PLATE  IX. 

Shews  the  plan  and  elevation  of  a  rufhek  pier ,  proper  for 
the  entrance  into  the  Gardens,  See.  of  a  well  fnijh  d 
building.  See  the  plan  P  with  its  diameter. 

THIS  pier  is  4  diameters  and  30  parts  high  from 
the  bottom  bed  of  the  plinth  to  the  top  of  the  cor¬ 
nice  ;  its  bafe  is  f  a  diameter  thick,  and  its  cornice  r  ;  the 
feveral  proportions  of  the  bafe  is  taken  from  D,  plate  II. 
and  thofe  of  the  cornice  from  G  or  II,  plate  III.  all  the 
other  parts  may  be  meafured  by  the  feale. 

PLATE  X. 

Shews  the  plan  and  elevation  of  a  ruftick  pier,  fuitable  for 
the  entrance  into  the  outer  court  oj  a  building,  where 
gravity  is  the  proper  J'ymbol,  fucb  as  Bifops  Palaces, 
Halls  for  Iujlices,  See'.  See  the  plan  Q jwith  its  dia¬ 
meter. 

'"IP  HIS  pier  is  5  diameters  high  from  the  bottom  bed 
A  of  the  plinth  to  the  top  of  the  cornice ;  its  bafe  is  |  a 


diameter  thick,  and  its  cornice  \  ;  the  proportions  of  the  bafe 
are  taken  from  D,  plate  II.  ar  K,  plate  IV.  and  thofe  of 
the  cornice  from  G  or  II,  plate  III.  the  other  parts  may  be 
meafured  by  the  feale. 

PLATE  XI. 

Shews  the  plan  and  elevation  of  a  rufiick  pier,  proper  for 
the  entrance  into  the  outer  court  of  a  building  whoje 
charatderiftick  is  to  reprefent  defence,  viz.  the  dwellings 
of  Admirals,  Governors  of  garrijons ,  &c.  See  the  plait 
R  with  its  diameter. 

THIS  pier  is  5  diameters  and  i  high  from  the  bot¬ 
tom  bed  of  the  plinth  to  the  top  c.f  the  cornice;  its 
bafe  is  j  a  diameter  thick,  and  its  cornice  ‘  ;  the  feveral 
proportions  in  the  bafe  are  taken  from  D,  plate  II.  or  K, 
plate  IV.  and  thofe  of  the  cornice  from  G  or  H,  plate  III, 
all  the  other  parts  may  be  meafured  by  the  feale. 

PLATE  XII. 

Shews  the  plan  and  elevation  of  the  pier,  fuitable  for  the 
entrance  into  the  outer  court  of  a  Nobleman  or  Gentle¬ 
man’s  dwelling,  where  hojpitality  and  grandeur  ere  the 
proper  emblems.  See  the  plan  S  with  its  diameter. 

THIS  pier  is  5  diameters  high,  from  the  bottom  bed 
of  the  plinth  to  the  top  of  the  cornice  ;  its  bafe  is  i 
a  diameter  thick,  and  the  cornice  with  its  fafeia  the  fame; 
their  feveral  proportions  are  taken  from  I  and  K,  plate  IV. 
and  all  the  other  parts  may  be  meafured  by  the  feale. 

PLATE 
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PLATE  XIII.  NQ  i. 


( 


The  plan  and  elevation  of  a  defign  for  a  houfe  48  feet  6  in¬ 
ches  front ,  and  egp  feet  6  inches  deep ,  divided  into  rooms , 
&c.  in  the  following  manner. 

A  TJTALL  and  flairs  12  feet  by  12  feet. 

I T  B  Kitchen  20  feet  by  18  feet. 

C  Larder,  &c.  1 3  feet  by  1 2  feet. 

D  Scullery,  &c.  ditto. 

E  Little  parlour,  ditto. 

F  Great,  ditto,  20  feet  by  18  feet. 

G  Study,  &c.  12  feet  by  12  feet. 

H  Dark  clofet  7  feet  by  6  feet. 

1  Stable  1 3  feet  by  1 2  feet. 

The  parlour  flory  is  1 2  feet  high  in  the  clear,  and  that 
of  the  chambers  over  B  F  G  10  feet,  but  thofe  over  C  D 
E  1  are  no  other  than  fheaded  lofts ;  fee  the  f@mt. 

There  are  fuppofed  to  be  vaulted  cellars  under  ABC, 
v.'hofe  floor  ought  not  to  be  lefs  than  5  feet  6  inches  below 
the  furface  of  the  earth ;  the  walls  which  rife  two  flories  to 
be  2  feet  6  inches  thick,  from  the  foundation  to  the  top 
bed  of  the  front  plinth  (not  including  an  offset  of  6  inches 
to  bear  the  vaulted  arches)  and  from  thence  upwards  two 
feet  thick. 

The  front  walls  of  G  D  I F  need  be  no  more  than  2 
feet  thick,  from  the  foundation  to  the  top  bed  of  the 
plinth,  and  1  foot  6  inches  from  thence  upwards. 

If  the  building  be  carried  up  of  brick,  the  foundation 
of  thofe  walls  which  rifes  2  flories  ought  to  be  three  in 
length  to  the  top  bed  of  the  plinth,  and  from  thence  up¬ 
wards  2 ;  but  the  front  walls  of  the  flieads  need  be  no 
more  than  2  briclt6  thick  to  the  top  bed  of  the  plinth,  and 
from  thence  upwards  1  {. 


;  ) 

EJlimate  to  N°  1. 

That  part  of  the  houfe  mark’d  A  B  G  F,  which  rifes 
2  flories  above  the  parlour  floor,  with  garrets  over,  con¬ 
tains  r  5  fquare  f  and  may  be  built  in  a  flrong  and  middle 
finifh’d  manner  for  3 5/.  per  fquare.  Thofe  parts  mark’d 
C  D  IE,  which  riles  one  flory,  and  lofts  over  them  con¬ 
tains  8  fquare,  and  may  be  built  in  proportion  to  the  other 
at  20  /.  per  fquare. 

£.  *. 

15  fquare  *  at  35  l.  per  fquare,  - .  551  3 

8  fquare  at  20/.  per  fquare,  . -  -  160  o 


Total  expence,  71 1  5 


N°  2. 

The  plan  and  elevation  of  a  defign  for  a  fmgle  houfe  77  feet 
6  inches  front,  1  flories  high,  with  garrets,  andjloeadsfor 
offices  on  each  wing,  and  the  whole  length  of  the  back 
front  i  which  is  divided  in  the  following  manner. 

K  'Ll"  ALL  and  flairs  14  feet  by  1 3  feet. 

L  Kitchen  1 8  feet  by  1 6  feet. 

M  Pantry  7  feet  6  inches  by  4  feet. 

N  Study  or  clofet  12  feet  by  10  feet. 

O  Parlour  1 S  feet  by  1 6  feet. 

P  Clofet  7  feet  by  4  feet. 
i^Brewhoufe,  &c.  26  feet  by  14  feet. 

R  Half  funk  cellar  14  feet  by  10  feet. 

S  Ditto  jo  feet  6  inches  by  10  feet. 

T  Cellar,  fleps. 

V  Stable  12  feet  by  to  feet. 

W  Saddle  room  4  feet  6  inches  by  4  feet. 

The  kitchen,  hall,  and  parlour  L  K  O  are  i2  feet  high 
in  the  clear,  and  the  chambers  over  them  10  feet;  all  the 
C  floors 


(  <5  ) 

floors  over  the  lheaded  rooms  are  2  feet  lower  than  thofe  of 
the  chambers,  to  gain  the  better  headway  in  the  lofts  over 
them,  except  the  brewhoufe  which  is  clear  up  to  the 
roof,  in  order  to  carry  off  the  fleem,  &c.  The  walls  are 
fuppofed  to  be  built  like  thole  of  N®  1. 

Eftimate  to  Nu  2. 

The  body  of  the  houfe  L  K  O  contains  10  fquare  §, 
and  may  be  built  in  a  ftrong  and  middle  finilh’d  manner 
for  34  /.  -per  fquare. 

The  flieaded  parts  N  R  S  <g_Fcontains  13  fquare  j,  and 
may  be  built  at  18/.  per  fquare. 

£■  s- 

10  fquare  \ ,  at  34/.  per  fquare,  - - -  357  o 

13  fquare  ',  at  18/.  per  fquare,  — —  243  o 

Total  expence  600  o 


PLATE  XIV.  N°  3. 

'The  plan  and  elivation  of  c,  dejign  for  a  houfe  of  5 6 feet  6 
inches  front,  two  furies  high,  and  garrets,  with  cellars 
under  the  kitchen  and  parlour ,  and  is  divided  in  the 
following  manner. 

A  T)  A  S  S  A  G  E  3  feet  6  inches  wide. 

B  Stai  s  and  back  palfage  1 2  feet  by  10  feet, 

C  Kitchen  18  feet  by  18  feet. 

D  Larder  10  feet  by  10  feet. 

E  Parlour  18  feet  by  18  ftet. 

F  Study  or  clofet  10  feet  by'  jo  feet. 

The  parlour  flory  is  11  feet  high  in  the  clear,  and  the 
chambers  ;o  feet,  and  a  ciofet  may  be  made  over  A  to 
each  front  chamber.  The  walls  are  fuppoled  to  be  equal 
in  thicknefs  to  thofe  of  Ng  1. 


Eftimate  to  N°  3. 

This  Plan  contains  1  j  fquare  ■§,  and  may  be  built  in  a 
middle  finilh’d  manner  for  33/.  per  fquare,  which  amounts 
to  511  /.  10  s. 

N°  4. 

The  plan  and  elevations  of  a  defign for  a  houfe  48  feet  in 
front,  and  44 feet  6  inches  deep  ;  over  H  L  G  is  three  fto- 
ries  high,  and  the  middle  of  the  back  front  over  P  two 
ftories,  and  f  heads  on  each  fide  mark’d  IKON,  over 
which  lofts  may  be  made for ferv ant’s  bed-rooms-,  the  cel¬ 
lars  are  fuppofed  to  be  under  H  L  G  vaulted  with  brick 
or  Jlone.  The  ground fioor  is  divided  in  the  following 
manner. 

G  Tj  A  S  S  A  G  E  S  and  Hairs,  6  feet  6  inches  wide, 

Trl  Kitchen  18  feet  by  15  feet. 

I  Pantry  3  feet  6  inches  by  4  feet. 

K  Larde#*i  1  feet  6  inches  by  1  o  feet. 

L  Parlour  18  feet  by  13  feet. 

M  Clofet  6  feet  6  inches  by  3  feet  3  inches. 

N  Palfage  4  feet  wide. 

O  Study  1 1  feet  6  inches  by  10  feet. 

P  Dining  room  20  feet  by  18  feet. 

The  parlour  ftory  is  1 1  feet  high  in  the  clear,  the  cham¬ 
bers  10,  and  the  attick  8  feet :  there  is  three  bed-cham¬ 
bers  over  HL  P,  with  a  clofet  over  the  front  palfage,  and 
lofts  over  K  O,  to  be  come  at  from  a  palfage  over  G ;  the 
attick  ftory  may  be  divided  into  three  rooms. 

The  Eftimate  to  Nc  4. 

The  front  part  of  this  plan  mark’d  HL  G  contains  1 1 
fquare  i,  has  vaulted  cellars  below,  and  is  3  ftories  high, 
above  ground,  which  may  be  built  in  a  ftrong  and  mid- 
ling  plain  finilh’d  manner,  at  36  pounds  per  fquare;  the 

part 


7/  Jt  '.  ? //-//<' n/t  y  //iv. 


^  X«W 
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part  mark’d  P  is  2  ftories  high  without  cellars,  contains 
5  fquare  \,  which  may  be  built  for  26  pounds  per  fquare  ; 
the  2  angles  1  K  N  0  is  one  ftory  high,  with  lofts  over 
them,  which  contains  4  fquare  j,  and  may  be  built  for  18 
pound  per  fquare. 

£.  s. 

11  Square  i  at  36/  per  fquare,  -  414  o 

5  Square  t  at  26  /.  per  fquare, - -  136  io 

4  Square  i  at  1 8  /.  per  fquare,  -  . — .  yg  o 

Total  expence.  628  si  o 


rooms,  only  with  this  difference ;  the  door  of  the  room 
over  E  be  fix’d  next  the  flairs,  and  that  in  the  room  over 
G  will  be  better  in  the  break  of  the  paffage  over  B.  The 
middle  partitions  mull  be  continued  up  to  the  Line  S  T 
in  order  to  bear  the  gazebo  room. 

EJlimate  to  N°  g. 

The  whole  plan  contains  16  fquare,  and  may  be  built 
in  a  flrong  and  middling  plain  finifh’d  manner  for  36/. 
per  fquare,  which  amounts  to  576/. 


PLATE  XV.  N°  5. 

The  plan  and  elevation  of  a  defignfor  a  houfe  48  feet  6  inches 
front,  and  3 ifeet  deep ,  2  ftories  high,  with  vaulted  cel¬ 
lars  under  \  the  building,  and  garrets  in  the  roof ;  over 
■which  is  a  gazebo  room  1  o  feet  fquare,  whofe  floor  is 
level  with  the  dotted  line  S  T  j  leading  to  which  there 
may  be  a  narrow  pair  of  flairs  from  the  garret,  to  land 
on  one  fide  of  the  room,  which  may  be  cover'd  by  a  ta¬ 
ble  leaf ,  to  turn  up  as  a  perfon  afeends,  then  turned 
down  and  ufed  as  a  table  or  fide-board.  The  plan  is  di¬ 
vided  in  the  following  manner. 

A  jLT  ALL  1  o  feet  by  1  o  feet. 

B  Paffage  10  feet  wide  at  entrance,  and  7  feet  6 
inches  wide  at  the  flairs. 

C  Kitchen  1 8  feet  by  1  6  feet  6  inches. 

D  Larder  10  feet  6  inches  by  8  feet. 

E  Pantry  ditto. 

F  Parlour  18  feet  by  16  feet  6  inches. 

G  Ditto  1  o  feet  6  inches  by  10  feet. 

El  Study  01  clofet  10  feet  6  inches  by  8  feet  6  inches. 

The  parlour  and  chamber  ftories  are  each  12  feet  high 

in  the  clear,  and  mufl  be  divided  into  the  fame  number  of 


N°  6. 

The  plan  and  elevation  of  a  defignfor  a  houfe  86  feet  front, 
and  32  feet  6  inches  deep ,  2  ftories  high,  with  vaulted, 
cellars  under  O  P  QJR.,  and  part  of  the  paffage  I,  and 
garrets  in  the  roof.  The  plan  is  divided  in  the  Jollow- 
ing  manner. 


I  pAffage  6  feet  wide. 

•L  K  Kitchen  20  feet  by  18  feet. 
L  Scullery  9  feet  9  inches  by  8  feet. 
M  Larder  ditto. 


N  Parlour  15  feet  3  inches  by  14  feet 
O  Ditto. 

P  Dining  room  20  feet  by  18  feet. 

^Stairs  13  feet  by  9  feet  6  inches. 

R  Pantry  or  clofet  9  feet  6  inches  by  6  feet  6  inches. 

The  parlour  ftory  is  12  feet  high  in  the  clear,  and  that 
of  the  chambers  1 1  feet,  and  mufl  be  divided  in  the  fame 
manner  as  that  below,  only  with  this  difference ;  the  room 
over  N  may  be  fo  much  longer  as  the  width  of  the  crofs 
paffage,  and  thicknefs  of  one  of  the  partitions ;  the  room 
over  M  may  have  a  fmall  chimney  and  a  door  fix’d, 
which  will  make  a  drefiing  clofet  to  that  bed  chamber ; 
that  over  R  mull  be  made  a  clofet  for  the  room  over  P, 

becaufe 
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becaufe  there  cannot  well  be  any  other  entrance 
thereto. 

Eftimate  to  Nc  6. 

The  whole  plan  contains  24  fquare,  and  f,  and  may  be 
built  in  a  ftrcng  and  middle  plain  finish’d  manner  for  34 
pound  per  fquare  which  amounts  to  833  pounds. 

PLATE  XVI.  N°  7. 

The  plan  and  elevation  of  a  defgn  for  ahoufe  51  feet  front, 
and  the  fame  depth,  is  2  fortes  high  with  vaulted  cellars 
under  ABCDE,  and  garrets  in  the  roof,  the  plan  is 
divided  as  follows. 

A  1_T  ALL  28  feet,  by  1 8  feet  and  ftairs  17  feet  6 
inches  by  14  feet. 

B  Kitchen  20  feet  by  18  feet. 

C  Larder  in  feet  6  inches  by  7  feet. 

D  Dark  room  7  feet  by  7  feet. 

E  Little  parlour  or  lludy  >3  feet  6  inches  by  10  feet, 

F  Great  Ditto  18  feet  by  :y  feet. 

G  Diningroom  29  feet  6  inches  by  18  feet. 

The  parlour  ftory  is  12  feet  high  in  the  clear,  and  the 
chambers  1 1,  the  latter  may  be  divided  into  6  rooms, 
but  the  moft  commodious  is  to  make  a  bed-room  over  B, 
with  a  dreffing  and  dark  clofet  over  C  and  D ;  alfo  a 
room  over  G  with  a  dreffing  room,  whofe  windows  fhail 
be  over  the  back  front  door,  and  Angle  rooms  over  E 
and  F. 

The  ftairs  muft  begin  next  the  front,  otherwife  there 
will  not  be  head-way  to  land  in  the  garrets,  except  fmall 
ftairs  be  made  for  that  purpofe,  which  may  be  done  be¬ 
tween  thedrefiing  clofet  to  the  room  over  G,  and  the  gal¬ 
lery  over  A,  therefore  it’s  bell  to  begin  the  ftairs  next  the 
rooms,  E  not  only  for  the  conveniency  of  being  nearer 
the  parlours,  but  the  kitchen  and  the  cellar  ftairs  will  be 
much  more  private. 


If  other  offices  be  wanted  they  may  be  built  on  the 
flanks  of  the  houfe  and  cover’d  with  fheaded  roofs  or  if 
the  ground  be  dry,  and  healthy,  they  may  be  made  in  the 
cellars. 

Eftimate  to  N°  7. 

This  plan  meafures  26  fquare,  and  may  be  built  in  a 
ftrong  and  middle  finifh’d  manner  for  33  pounds  per 
fquare,  which  amounts  to  9 10  pounds. 

N°  8. 

The  plan  and  elevation  of  a  defign for  a  ftngle  houfe,  and  of¬ 
fices  74  feet  6  inches  front,  is  2  jlories  high  and  a  cellar 
under  L,  with  garrets  in  the  roofs,  and  lofts  over  the 
fheaded  offices,  the  plan  is  divided  as  follows. 

H  pRont  court  which  rifes  2  feet  above  the  furfacc 
1  ■*-  Porch  or  entrance. 

K  Pafiage  6  feet  6  inches  wide,  and  ftairs  3  feet  going. 

L  Kitchen  14  feet  by  13  feet  6  inches. 

M  Pantry  5  feet  9  inches  by  5  feet. 

N  Common  kitchen  1 3  feet  by  1 2  feet. 

O  Ditto  pantry  4  feet  9  inches  by  5  feet. 

P  Parlour  20  feet  by  20  feet  with  a  recefs  for  a  bed  or 
fide-board,  8  feet  6  inches  by  6  feet. 

^Clofet  or  ftudy  7  feet  6  inches  by  7  feet. 

R  Mailer’s  clofet  or  counting  houle  to  do  bufinefs  with 
workmen,  &c.  for  which  conveniency  a  fmall  window 
may  open  into  the  porch  I. 

S  Stable  12  feet  by  10  feet. 

T  Saddle  room  7  feet  6  inches  by  4  feet  3  inches. 

The  parlour  and  chamber  ftories  are  each  12  feet  high 
in  the  clear,  the  latter  may  be  divided  into  two  bed  rooms, 
the  one  over  P,  and  the  other  over  L,  with  the  recefs  of 
the  parlour  and  back  paflage  ;  the  entrance  into  the  loft 
over  N  muft  be  from  the  half  pace  of  the  ftairs,  whofe 

floor 
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floor  may  be  brought  down  to  the  bead  rjf  the  common 
k]jchen  windows,  to  make  better  headway  ;  and  that 
over  the  ftable  likewife;  which  may  be  obferved  in  all 
(headed  offices  oPth-is  kind. 

EJlimate  to  N  8. 

The  body  of  thishoufe  contains  n  fquare,  which  may 
~  be  built  in  a  fubftantial  and  middle  finiffied  manner  for 
32  pounds  per  fquare;  the  (headed  offices  and  porch  con¬ 
tains  7  fquare  §,  at  15  pounds  per  fquare. 

£■  s- 

1 1  fquare,  at  3  2 1.  per  fquare.  -  —  352  o 

1  Ditto  f,  at  15-/.  per  fquare.  -  • — -  112  10 

Total  expence  464  10 

N.  B.  The  value  of  the  court  walls  with  its  Jleps  and 
pavement  is  computed  in  the  whole. 

PLATE  XVII.  N°  9. 

The  plan  and  elevation  of  a  defgn  jor  a  houfe  5  5  feet  6 
inches  front ,  is  3  /lories  \  high,  turned  with  well  burl? d 
brick,  in  order  to  help  the  found  of  mufick  ■,  the  kitchen 
and  other  offices  are  under  the  body  of  the  houfe ;  and 
the  parlour  plan  is  divided  as  follows. 

A  A  A  Reas  and  fteps  leading  to  the  lower  offices, 

B  Halfpace  or  landing  of  the  front  fteps  under 

cover  of  an  archade. 

CHall  1  1  feet  by  1 1  feet. 

D  Lobby  and  great  (fairs  1 8  feet  by  1 6  feet  6  inches. 

E  Parlour  1 8  feet  by  1 8  feet. 

F  Clofet  1 1  feet  by  10  feet. 

G  Back  (lairs. 

H  Parlour  1 8  feet  by  ]  8  feet. 

1  Breakfaft  parlour  1 1  feet^  inches  by  11  feet. 


1 

K  Great  room  2  4  feet  by  24.  feet,  not  including  the  re¬ 
cedes  of  the  bow  windows  which  are  9  feet  wide  and 
6  feet  deep. 

L  Back  door  and  fteps  into  the  garden,  &c. 

The  plinth  in  front  is  4  feet  high,  and  its  top  bed  is 
level  with  the  parlour  floor,  from  whence  take  one  foot 
4  inches  for  the  crown  of  the  arch,  with  joift  and  board¬ 
ing,  and  2  feet  8  inches  remains  for  the  ceiling  of  the 
offices  above  the  lurface ;  then  fink  the  floor  4  feet  10 
inches  below  the  furface,  and  their  bight  will  be  7  feet  6 
inches  in  the  clear;  the  kitchen  may  be  under  K  groin’d 
over  from  angle  to  angle,  and  its  chimney  under  the  bow 
window  to  the  right;  a  larder  may  be  made  under  one 
of  the  bow  windows,  and  a  fcullery  under  the  other  ;  and 
windows  may  be  made  in  the  fquare  wall,  to  give  light 
to  the  kitchen  ;  the  front  entrance  into  the  offices  muft  be 
at  the  foot  of  the  fteps  in  the  area  againft  A,  leading  into 
the  fervants  hall  under  E  ;  the  butlers  pantry  under  F ; 
the  houfe-keepers  room  under  /;  a  dark  cellar  under  C  B 
and  a  light  cellar  under  H,  with  an  open  paflage  under 
D,  lighted  by  a  window  in  the  angle.  Note,  an  other  en¬ 
trance  may  be  made  by  the  fide  of  either  chimney  under  E 
or  H. 

The  bight  of  the  parlour  and  chamber  ftory,  is  12  feet 
in  the  clear,  and  theattick  8  feet. 

The  great  room  I<  is  fuppofed  to  be  24  feet  in  the 
clear,  with  a  cov’d  ceiling  of  4  feet  j  high,  and  the  fee 
projection,  with  an  impoft  moulding  of  12  inches  at  the 
foot,  and  a  collofs  of  10  inches  at  the  head  ;  the  room  to 
be  wainfeotted  4  feet  high,  it’s  bafe  to  be  10  inches,  and 
the  capping  5  inches  ;  therecefies  of  the  bow  windows,  to 
be  made  in  the  nature  oi  plain  netches,  and  their  crown 
to  be  9  inches  below  the  foot  of  the  impoft,  at  the  bottom 
of  the  cove ;  a  gallery  for  mufick  is  fuppr.o’d  to  be  fix’d 
on  corbies  o  er  the  door  of  the  great  room,  and  the  en¬ 
trance  thereto  muft  be  from  the  great  flairs. 

D 
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Efimate  to  N  9. 

The  plan  meafures  30  fquare,  at  40  pounds  per  fquare, 
which  amounts  to  1200  pounds. 

N°  10. 

The  plan  and  elevation  of  a  defign  for  a  houfe  78  feet  6 
inches  front,  and  44  feet  deep  and  is  divided  in  the follow¬ 
ing  manner. 

M  |_T  ALL  14  feet  by  12  feet  6  inches. 

N  Stairs  7  feet  wide. 

O  Parlour  17  feet  by  14  feet  6  inches,  with  a  recefs  of  9 
feet  9  inches  by  9  feet  for  a  clofet. 

P  Clofet  8  feet  by  5  feet. 

^Diningroom  20  feet  by  16  feet,  with  a  recefs  for  a 
fide-board  9  feet  by  9  feet. 

The  offices  is  below,  and  may  be  divided  thus ;  the 
kitchen  under  R-,  the  fervants  hall  under  M-,  butlers  pan¬ 
try  under  P  ;  larders  and  houfe- keepers  room  under  O, 
and  cellars  under 

The  parlour  ftory  is  14  feet  high  in  the  clear,  and  the 
chambers  ••  2,  and  the  attick  which  runs  through  the  mid¬ 
dle  of  the  houfe  over  M  N  R  is  8  feet  high. 

Eft im ate  to  N°  10. 

The  middle  part  of  this  houfe  contains  to  fquare  f, 
and  maybe  built  in  a  lfrong  middle  finifh’d  manner  for 
44  pounds  per  fquare. 

The  two  Tides  contains  3  fquare  J,  at  40  pounds  per 
fquare ;  the  two  ffieads  contains  2  lquare  at  20  pounds 
per  fquare. 

*  £■ 

10  fquare  at  44/.  per  fpuare, - —  462  o 

8  ditto  J,  at  40 1,  per  fquare.  ’ -  —  350  o 

2  ditto  at  20  /.  per  fquare.  -  - -  40  o 

852  o 


PLATE  XVIII.  N°  11. 

The  plan  and  elevations  of  a  defign  for  an  cblagon  lodge  or 
fummer-houfe. 

A  Reat  room  24  feet  diameter. 

B  'VE  Hall  10  feet  cube. 

C  Parlonr  ditto. 

D  Stairs  leading  to  the  lower  offices  and  lofts  above. 

E  Bed  room  fo  feet  cube. 

F  Clofet. 

G  G  G  Archades  10  feet  wide  and  1 2  feet  high. 

H  Front  Reps. 

1  Archade  ditto. 

KKKK  Opening  to  Archades. 

The  great  room  is  20  feet  high  in  the  clear,  the  ceil¬ 
ing  to  be  cov’d  4  feet  down,  and  the  fame  proiedtion,  with 
a  moulding  of  10  inches  at  foot,  and  a  collofs  of  9  inches 
wide  at  the  crown;  the  room  to  be  wainfcotted  4  feet 
high  with  a  10  inch  moulded  plinth  and  a  5  inch  capp 
or  waift  moulding, 

The  kitchen  is  fuppos’d  to  be  under  E  F  B-,  the  butlers 
pantry  under  C;  the  fervants  hall  under  A-,  and  cellars 
with  openings  for  light  under  G  G  G  ;  and  lofts  for  fervants 
beds  in  the  (headed  roofs  over  E  F  B  C. 

The  great  room  is  defign’d  to  be  cover’d  with  a  Rat  of 
lead,  inclofed  by  a  balliftrade,  hut  in  this  defign,  there  is 
no  way  of  leading  thereto,  which  if  requir’d,  a  room  may 
be  rais’d  over  FB  D,  cover’d  with  a  flat,  level  with  the 
other,  and  inclos’d  with  the  fame  kind  of  balliftrade ; 
then  the  flairs  may  be  carried  up  to  land  thereon ;  the 
{headed  roofs  are  fuppos’d  to  be  cover’d  with  Hates. 

N.  B.  The  fairs  leading  up  to  the  lofts  muft  begin  in 
the  hall ,  and  thofe  leading  to  the  offices  muft  land  in  the 
paffiage,  between  B  and  C,  otberwife  headway  will  be  want¬ 
ing 
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ing  above  ;  and  obferve  to  bring  down  the  floors  of  thofe  lofts , 
2  feet  below  the  front  cornice ,  and  ceilings  of  the  archades, 
for  the  take  of  headway,  10  feet  being  a  deficient  height  for 
the  /mall  parlours ,  &c. 

This  plan  contains  21  fquare  and  may  be  built  in  a 
ftrong  well  finifh’d  manner,  for  30  pounder  fquare, 
which  amounts  to  645  pounds, 

PLATE  XIX.  N°  12. 

The  plan  and  elevation  of  a  deflgn  for  a  lodge  or  Jummer- 
houfe. 

A  p  Ront  fleps, 

B  Great  room  1 8  feet  by  1 8  feet,  and  1 2  feet  high 
in  the  clear. 

C  C  Palfages  3  feet  4  inches  wide. 

D  D  D  Clofets  1  o  feet  by  3  feet. 

F  Parlours  1 2  feet  by  12  feet,  and  10  feet  high  in  the 
clear. 

G  Stairs  leading  up  to  the  bed  room  over  B,  and  lofts  in 
the  roof  over  F  F  C  C. 

H  (See  front  Is  the  outfide  entrance  into  the  fervants  ball) 
from  thence  to  the  other  offices. 

The  kitchen  is  intended  under  B  ;  the  cellar  under  F, 
and  proper  pantries,  cTc,  under  D  DD. 

N.  B,  The  flairs  leading  from  the  offices  muft  land  un¬ 
der  the  flairs  G ,  clofe  to  the  parlour  door ,  and  objerve  the 
floors  over  F  C  D  are  brought  down  2  fleet  below  that  over 
B,  to  make  headway  above. 

Fflimate  to  N°  12, 

The  middle  part  mark’d  B  contains  6  fquare,  and  may 
be  built  in  a  good  workman  like  manner  (including  front 
fleps)  for  35  pounds  per  fquare,  all  the  other  parts  contains 
7  fquare  j,  at  25  pound  per  fquare. 


6  fquare,  at  35/./^  fquare.  -  -  2x0  o’ 

7  fquare  at  25  /.  per  fquare.  -  —  193  13 

Total  expence  403  15 


13. 

The  plan  and  elevation  of  a  deflgn  for  a  circular fummer- 
houfl'e. 

A  pRont  fleps. 

B  Hall  8  feet  by  8  feet,  and  10  feet  high  in  the 
clear. 

C  Great  room  20  feet  diameter,  and  20  feet  high  in  the 
clear. 

D  D  Little  rooms  8  feet  by  8,  feet  and  1  o  feet  high  in  the 
clear. 

E  E  Tarras  not  cover’d  3  feet  6  inches  wide,  inclos’d  by 
an  iron  rail  3  feet  high. 

F  Steps  to  ditto. 

G  Paffage  3  feet  6  inches  wide  and  7  feet  high. 

H  Stairs  to  lower  offices  3  feet  6  inches  wide. 

I  See  front  entrances  to  lower  offices. 

The  kitchen  is  fuppofed  to  be  under  C,  lighted  by 
arches  under  the  tarras  E  E,  and  pantries,  cellar,  &c. 
under  D  D  B,  with  a  paffage  at  the  lower  entrance/,  un¬ 
der  G. 

The  great  room  ceiling  to  be  cover’d  4  feet  down,  and 
the  fame  projection,  with  a  plain  import  moulding  of  9 
inches  at  loot,  and  a  collofs  of  8  inches  on  the  crown,  and 
a  moulded  plinth  of  9  inches  round  the  room,  with  a 
waift  moulding  4  inches  i  wide,  and  4  feet  above  the  floor. 

Eftimate 


(  12  ) 


EJUmate  to  N«  13. 


The  room  C  with  its  walls  contains  4  fquare  and 
may  be  done  in  a  good  manner  for  40  pounds  per  fquare. 

The  other  parts  including  the  tarras,  and  throwing  in 
the  value  of  the  fteps,  contains  6  fquare,  at  26  pounds  per 
fquare. 

£■  s- 

4  fquare  ',  at  40  l.  per  fquare.  • —  — -  180  o 
6  fquare,  at  26 /.  fquare.  - •  —  1  59  0 

Total  expence  339  o 

PLATE  XX.  N°  14. 

Fhe  plan  and  elevation  of  a  defign for  a  chapel,  with  apart¬ 
ments  for  the  chaplain,  &c. 

A  pR0111  Reps- 

B  a  Archade  portico  26  feet  by  9  feet. 

C  Entrance  of  the  chapel  with  a  gallery  over  it  for  an 
organ,  &c,  level  with  the  upper  rooms. 

D  Body  of  the  chapel  25  feet  diameter. 

E  Study  18  feet  by  12  feet. 

F  Parlour  1 8  feet  by  1 8  feet. 

G  Stairs  leading  to  rooms  over  E  F,  and  gallery  over  the 
parlour;  the  ftudy  E  F  is  12  feet  high  in  the  clear,  and 
the  rooms  over  them  8  feet. 

The  chapel  is  lighted  by  3  vitruvian  cimacircle  win¬ 
dows,  7  feet  diameter,  whofe  fill  ought  to  be  not  lefs  than 
4  feet  above  the  crown  of  the  nitches,  and  by  4  circular 
windows  in  the  doom,  at  equal  dillance  from  each 
other. 

Efim  ate  to  No  14. 

The  middle  of  the  building  JB  C  D  contains  14  fquare  ], 
and  may  be  built  in  a  good  middle  finifh’d  manner  for  7© 
pounds  per  fquare,  including  the  value  of  the  front  fteps. 


The  2  wings  contains  8  fquare  and  a  half  at  36  pounds 
per  fquare. 

£■  s- 

14  fquare  |,  at  70/.  per  fquare. - —  1015  o 

8  fquare  |,  at  3 6  l.  per  fquare.  -  —  306  o 

Total  expence  1321  o 

N.  B.  Vaulted  cellars  is  intended  under  all  the  building. 

N°  15. 

The  plan  and  elevation  of  a  defign  for  an  oBagon  openfum- 
mer-houfe  with  four  [mail  waiting  rooms.  See.  and  the 
fame  number  of  collonades  or  portico's. 

HHHH  f  '<  Ollonades  9  feet  wide. 

1111  Waiting  rooms  11  feet  by  9  feet. 

K  Odtagon  room  24  feet  diameter,  lighted  by  4  vitruvian 
windows  above  the  collonades. 


Efimate  to  N°  15. 

The  middle  room  K  with  its  walls  contains  6  fquare, 
and  may  be  built  in  a  well  finifh’d  manner  for  55  pounds 
per  fquare. 

The  waiting  rooms  and  collonades  contains  it  fquare 
at  38  pounds  per  fquare. 

£•  s- 

6  fquare  at  55/.  per  fquare.  - - - 33°  0 

11  fquare  f,  at  38/.  per  fquare.  -  —  437  0 


PLATE  XXL 


767 

N°  16. 


Fhe  plan  and  elevation  of  a  defign  for  a  farm  houfe,  with 
its  proper  offices  as  follows. 

A  7  Me  garden  or  court. 

B  •k-'  Paffage  and  flairs  8  feet  wide. 

C  Parlour 
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C  Parlour  18  feet  by  16  feet. 

D  Mailer’s  cellar  or  {lore  room  14  feet  by  12  feet. 

E  PafTage  3  feet  6  inches  wide. 

F  Kitchen  20  feet  by  18  feet,  with  a  long  table  reprefented 
by  a  dotted  line. 

G  Pafiage  4  feet  wide. 

H  MiftreiTes  {lore  room  12  feet  by  9  feet. 

I  Brew-houfe,  bake-houfe,  &c.  26  feet  by  12  feet. 

K  Pantry  8  feet  by  6  feet, 

L  Dairy  20  feet  by  12  feet' 

M  Common  cellar  20  feet  by  12  feet. 

N  N  Courts  10  feet  wide. 

O  Well. 

P  Cart  and  cow-houfes. 

Stairs  to  lofts  over  ditto  and  {tables. 

R  Stables  16  feeet  wide. 

S  Barn. 

TT  Ditto  yard,  &c. 

VV  Reak  yards,  &c. 

The  body  of  the  houfe  FBC  is  two  {lories,  of  10  feet 
each,  with  garrets  in  the  roof,  and  G  H  I K  L  M D  is 
no  more  than  one  ilory,  with  lofts  in  the  fheaded  roofs. 

EJlimate  to  N°  16. 

The  body  of  the  houfe  contains  1 1  fquare  and  may 
be  built  in  a  good  workman  like  manner  for  28  pounds 
per  lquare. 

The  fheaded  parts  GH1KLMD,  contains  13  fquare, 
at  i8pounds/>£r  fquare. 

£■  s. 

I I  fquare  at  28 /.  per  fquare,  ■ — .  - -  329  o 

13  lquare,  at  18/.  per  fquare.  . — - ■  234  o 


Total  expence  363  o 

N.  B.  This  houfe  is fufpot'd  to  be  built  on  ajpot  where 
cellars  can’t  be  funk. 


PLATE  XXII.  N°  if. 

Is  the  plan  and  elevation  of  a  defign  for  a  gentleman's  houfe , 
who  is  fuppos'd  to  occupy  his  own  eft  ate. 

AAA  /^Ourt  yard. 

B  Hall  1 8  feet  by  8  feet. 

C  Paffages  5  feet  wide. 

D  Parlour  1 8  feet  by  1 8  feet. 

E  Stairs  7  feet  wide. 

F  Kitchen  20  feet  by  1 8  feet,  with  a  long  table  reprefent¬ 
ed  by  a  dotted  line. 

G  Cellar  1 4  feet  by  1 3  feet. 

H  Ditto  18  feet  by  13  feet. 

1  Clofet  1 1  feet  by  8  feet. 

K  Dark  clofet. 

L  Dairy  19  feet  by  18  feet. 

M  Brew-houfe  26  feet  6  inches  by  18  feet. 

N  N  Inner  courts. 

O  Well. 

PPPPPP  Sheads. 

^Coach  and  cart  houfes. 

R  Stable. 

SSS  Barn. 

The  {lories  is  each  10  feet  in  the  clear,  and  garrets  are 
in  the  whole  length  of  the  roof. 

The  plan  of  the  houfe  contains  36  lquare,  and  may 
be  built  for  30  pounds  per  fquare,  which  amounts  to 
1080  pounds. 

PLATE  XXIII.  N°  18. 

Is  the  cellar ,  parlour ,  and  chamber  flans,  with  the  eleva¬ 
tion  of  a  houfe  78 feet  6  inches  front , 

See  cellar  Plan. 

^TOAffage  19  feet  6  inches  by  7  feet  6  inches, 

B  Cellar  16  feet  6  inches  by  J3  feet  2  inches. 

E  C  Ditto 


C  Ditto  5  feet  6  inches  by  5  feet  6  inches. 

D  Butler’s  pantry  1 6  feet  6  inches  by  9  feet  5  inches, 

E  Kitchen  28  feet  by  19  feet  6  inches. 

F  Scullery  1  6  feet  6  inches  by  9  feet  5  inches. 

G  Larder  5  feet  6  inches  by  5  feet  6  inches. 

//  Servants  hall  and  ftairs  r6  feet  9  inches  by  16  feet  5 
inches. 

1  Houfe-keeper’s  room  16  feet  6  inches  by  16  feet  2  in¬ 
ches. 

I\  Ditto  cellar  5  feet  6  inches  by  y  feet  6  inches. 

L  Stairs  leading  from  the  offices  to  the  attick  ftory,  with¬ 
out  communication  with  the  firft  and  fecond  floors. 
MM  Steps  leading  down  to  the  offices. 

Let  the  height  of  the  lower  offices  be  8  feet  6  inches  in 
the  clear ;  the  parlour  floor  is  4  feet  above  the  furface  of 
the  earth,  front  which  take  1  foot  4  inches,  for  the 
thicknefs  of  the  arch,  with  joift  and  board,  and  2  feet  8 
inches  remains  for  the  fofeta  of  the  vaulted  arch  above  the 
furface ;  then  the  floor  of  the  offices  muff  be  funk  j  feet 
10  inches  below,  and  their  height  in  the  clear  will  be  8 
feet  6  inches. 

See  the  parlour  plan. 

N  Hall  20  feet  by  8  feet. 

O  Parlour  17  feet  by  14  feet. 

P  Clofet  6  feet  by  6  feet,  with  fteps  leading  to  the  garden. 
Dining  room  20  feet  by  17  feet. 

R  Clofet  6  feet  by  6  feet. 

S  Great  room  of  a  diagonal  proportion  28  feet  3  inches 
by  20  feet,  and  25  feet  high,  equal  to  the  height  of  the 
two  (forks,  and  the  thicknefs  of  one  floor,  the  ceiling 
to  be  cov’d  5  feet  down,  and  the  fame  projection,  with 
a  cornice  at  toot  and  collofs  above  as  ufual,  and  thecove 
to  be  groin’d  to  receive  the  light  of  all  the  upper  win¬ 
dows,  and  a  gallery  for  mufick  over  the  entrance, 

See  X  i.  chamber  plan. 

T  Parlour  17  feet  by  17  feet. 


C  14] 

V  Clofet  6  feet  by  6  feet. 

U  Stairs  to  attick  (lory  continued. 

W  Great  (fairs  no  more  than  one  (fory,  17  teet  by  17  feet. 

The  parlour  (fory  is  12  feet  high  in  the  clear,  the 
chambers  the  fame,  and  the  attick  10  feet. 

See  the  chamber  plan. 

X  Paffage  and  (fairs  leading  to  the  attick  floor  20  feet 
by  8  feet. 

T Landing  of  (fairs  and  paffage  4  feet  wide. 

Z  Bedchamber  17  feet  by  17  feet. 
a  Dreffing  clofet  6  feet  by  6  feet. 
b  Paffage  6  feet  6  inches  wide. 
c  Study  or  bed  room  14  feet  by  10  feet. 
d  Clofet  6  feet  by  6  feet. 
e  20  feet  by  17  feet. 
f  Drefling  clofet  6  feet  by  6  feet, 
g  Great  room  continued. 
h  Stairs  to  attick  (fory  continued. 
i  Mufick  gallery  to  great  room. 

The  attick  floor  maybe  divided  into  4  bed  chambers, 
with  dreffing  clofets,  and  3  without  clofets,  viz,  over  c  t 
Z,  with  their  adjoining  clofets,  and  one  next  the  back  front 
over  g,  with  a  clofet,  by  dividing  of  one  window  to  which 
muft  be  a  paffage  over  i,  with  a  fmall  room  on  each  fide, 
and  may  be  lighted  from  the  roof,  and  another  room  over 
the  great  ftairs  lighted  from  the  flank,  becaufe  a  paffage 
muff  be  referv’d  next  the  front,  fora  communication '  to 
the  flairs  leading  from  the  lower  offices. 

The  EJlimate  to  NQ  18. 

This  plan  contains  29  fquare  j,  and  may  be  built  in  a 
fubftantial  well  finifli’d  manner  for  55  l.per  fquare,  which 
amounts  to  1622  pounds  10  (hillings. 
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PLATE  XXIV.  19. 

The  cellar  and  parlour  plans  with  the  2  elevations  of 

%  mJe  79  Jeet  9  inches  front,  and  is  divided  as 
jol ows. 

A  T^Ront  fteps. 

B  Hall  or  paffage  14  feet  wide  in  the  middle,  and  8 
teet  at  each  end.  J 

C  Stairs  1 S  feet  by  7  feet  6  inches. 

D  Parlour  i3  feet  by  14  feet. 

E  Clofet  9  feet  by  6  feet. 

F  Great  drawing  room  28  feet  3  inches  by  20  feet 
G  Dining  room  22  feet  by  18  feet,  with  a  recef  for  a  fide- 
board  10  feet  by  8  feet. 

This  ftoryrs  ,  4  feet  high  in  the  clear,  and  that  over  it 
13  feet,  which  may  be  divided  into  3  bed  chambers  -  the 

XTfeet^  equalt0that  bel0W>  "ext  to  which 

take  8  feet  4  inches  from  the  room  over  F,  and  divide  it 

into  2  clofets,  which  will  be  each  9  feet  9  inches  by  8  feet- 

beaatOdthTr0ntl(fy  Tak‘ng  3  d°°r  through  the  wdl)  will 

Jillb  ^k8^^  ther°°m  overA  and  the  other 
will  be  dark  which  may  open  to  the  paffage  ■  then  the 

room  over  F,  will  be  ,9  feet  ,  ,  inches  by^o  fee?  its 

Stct„nnh?,c“^by 't'  fixoi.; 

harden  front  S r°°m  °Ver  G>  then  take  from  the 
?  .  en  fro"c  of  the  room  over  G  7  feet  4  inches  and  divide 

it  into  2  dreilmg  clofets,  which  will  be  each  8  feet  10 

Vwfeetif  inch’’  ‘r™™  °ver  G  wil1  he  ' 8  feet  by 

at  tl  e  fide  nf  r  t  y  may  be  fix’d  hi  the  angle 

do  e?  the  ifi  3  f  ,may  be  n)ade  ,n  the  ^effing 
Uolet ,  the  chimney  for  the  room  over  G  may  be  fix’d 

in  the  angle  of  the  building,  y  nx  a 

tortior^iP^ '  the grCat  r00m  F  ila  diagonal  pro - 


See  the  cellar  plan. 

Let  the  height  of  the  lower  offices  be  9  feet  in  the  clear  - 
he  parlour  floor  is  5  feet  6  inches  above  the  furface  of  die 
earth,  from  which  take  r  foot  4  inches  for  the  thicknefs 
of  the  vaulted  arch  with  joift  and  board,  and  4  fee  2  fo 
ches  remains  wich  ,s  the  height  of  its  fofetl  above  ffie 
furface,  and  ffiews  that  the  floor  of  the  offices  muff  be 
funk  4  feet  10  inches  below  to  make  the,  clear  of  the  ftory 
9  feet ,  the  plan  is  divided  as  follows 

HH  Steps  leading  down  to  the  offices 
1 Paffage  and  flairs  ,7  feet  6  inches  by  7  feet  3  inches 
^Sfe-keeperS  r00m  17  fcet  6  inches  by  4  feet  6  in- 

L  Paffage  7  feet  3  inches  wide. 

A/ Kitchen  19  feet  3  inches  by  18  feet. 

N  Larder  8  feet  6  inches  by  8  feet. 

O  Cellar  io  feet  1 1  inches  by  8  feet. 

P  Paffage  4  feet  wide. 

17  feet  2  inches  by  * fet  y  inch« 

^Ditto  9  feet  6  inches  by  5  feet  6  inches. 

1  Ditto  9  feet  by  5  feet. 

V  Houfe  keePe«  ditto  9  fee t  6  inches  by  5  feet. 

C  A  U  T  1  O  N. 

Obferve  in  the  laying  out  groin’d  vaults,  to  place  the 

'rercia,,near,aSPOfb,retOP^  aSainft  ea=h  °ther 
more  efpecially  when  the  fpand  is  large,  otherwife  thev 

L  and  M  if  rh  \  °f  exarnP^e>  ke  the  buttment  between 

fuff  oufff  e  wfl  Wna^ge/Pand’  ^  unavoidably 

execuffnl  the  ’  J  y  "  d°Wn  thus>  as  an  example  in 
executing  the  work,  omit  the  pier  L,  and  troiii  finale 

from  the  buttments  of  the  2  angles  in  the  kitchen  M  &c 

caufe  where flrength  or  conveniency  is  abfolutely  necefe 

fary. 
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fary  (efpecially  in  the  bafer  parts  of  a  building)  nice  regu¬ 
larity  muft  give  way 

EJlimate  to  Ny  19. 

This  building  contains  25  fquare  meafuring  but 
one  of  the  (heads,  and  computing  them  both  to  be  equal 
to  fo  much  of  the  other  plan;  for  the  fame  reafon  all  the 
out  fide  11  ps  are  throw’d  into  the  plans  of  the  porch  ;  the 
whole  may  be  built  in  a  moderate  well  finifh’d  manner, 
for  64  pounds  per  fquare,  which  amounts  to  1632 
pounds. 

PLATES  XXV,  and  XXVI.  N°  20. 

<Ehe  ground  and  chamber  plans  with  the  two  elevations 
of  a  plain  houfe  and  offices. 

See  the  ground  plan  as  follows. 

A  1J  ALL  and  flairs  22  feet  by  17  feet. 

JTl  BBB  Paffages  6  feet  wide, 

C  Porch  10  feet  by  10  feet. 

T)  Parlour  12  feet  by  10  feet  with  a  dark  clofet. 

E  Ditto. 

F  Parlour  1 S  feet  by  1 6  feet. 

G  Ditto. 

H  Great  room  33  feet  by  24  feet,  and  2  (tones  high, 

/  Paffage  and  back  flairs. 

K  Butler’s  pantry  14  feet  6  inches  by  8  feet. 

L  Kitchen  24  feet  by  18  feet. 

M  Back  kitchen  and  fcullery. 

N  Paffage. 

O  Larder. 

P  Servants  hall. 

^Theparlour  and  chamber  ftories  is  11  feet  high  in  the 
Hear  and  the  garrets  is  in  the  roof  from  one  end  to  the 
other,  and  the  cellars  is  fuppofed  under  IKLMNOP . 


See  the  chamber  plan. 

RRR  Paffage  6  feet  wide. 

S  Chamber  18  feet  by  1 6  feet. 

T Ditto  16  feet  by  12  feet. 
y  Ditto  18  feet  b  inches  by  16  feet. 

W  Ditto  18  feet  by  16  feet. 

X  Great  room  continued, 
r  Landing  of  back  flairs. 

Z  Clofet. 

a  Dreffing  clofet  to  the  bed  room  S. 
b  A  room  18  feet  by  12  feet. 
c  Ditto  1 8  feet  by  1 1  feet  6  inches. 
d  Gallery  for  mufick  in  the  great  room. 

EJlimate  tp  N°  20. 

The  body  of  the  houfe  contains  41  fquare,  and  may  be 
built  in  a  good  plain  finifh’d  manner  for  46  pounds  per 
fquare,  the  offices  and  porch  contains  20  fquare  at  22 
pounds  per  fquare. 

41  fquare,  at  46 per  fquare.  -  - •  1886  0 

20  fquare  at  zzl.per  fquare.  - - —  451  0 

Total  expence,  2337  o 

PLATES  XXVII,  and  XXVIII.  N°  21. 

The  ground  and  elevations  of  a  defignfor  a  plain  houfe  and 
offices  divided  as  follows. 

'AA  CTeps  to  front. 

B  Hall  18  feet  by  13  feet. 

C  Sutler’s  pantry  8  feet  by  8  feet. 

D  Houfe-keepers  room  ditto. 

EE  Paffages  and  flairs  18  feet  by  8  feet. 


F  Parlour  1 1  feet  by  1 1  feet. 

G  Ditto  18  feet  by  16  feet. 

H  Great  room  3  1  feet  by  20  feet  and  2  (lories  high, 
/Dining  room  18  feet  by  16  feet. 

K  Parlour  1 1  feet  by  1 1  feet. 

L  L  Steps  to  the  lower  offices. 

M  Sheaded  br^w-houfe,  &c. 

2V  Stewards  room.  7  over  thefe  is  fupoos’d  to  be  the 
O  Ditto  (tore  room.  i  landry, 

P  Paffage. 

^  Dairy. 

R  R  Inclos’d  (heads. 

S  Open  ditto. 

T  Stairs  to  fervants  rooms  over  the  liable. 

V  Stable. 

V  Coach-boufes. 

IV  Front  Court. 

X  Great  gates. 

T  Bafe  court. 

/(Stable  yard,  &c. 

The  parlour  and  chamber  (lory  is  12  feet  high  in  the 
clear,  and  the  attick  8  feet. 

The  kitchen  is  fuppoled  to  be  under  H,  the  fervants 
hall  under  I,  a  paffage  and  little  room  under  K,  wine 
cellar  under  C,  cook's  larder  under  D,  paffages  and  (lairs 
under  EE,  and  beer  cellars  under  F  andG. 

The  chambers  will  be  equal  to  the  rooms  below,  ex¬ 
cept  the  great  room  FI,  which  is  continued  up  to  the  at¬ 
tick  (lory. 

The  attick  rooms  will  be  the  fame  as  thofe  below,  ex¬ 
cept  over  H,  where  may  be  made  two  bed-rooms. 

The  body  of  this  houfe  contains  33  fquare  f,  and  may 
be  built  in  a  (Irong  well  finifffd  manner  for  55  pounds 
per  fquare. 

Th  offices  FV  NO,  19  fquare  i,  at  55  l.  per  fquare, 
The  offices  PQU,  9  fquare  f,  at  18/.  per  fquare. 

The  (heads  S  R  RM,  18  fquare,  at  10/.  per  fquare. 
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33  fquare  at  55/.  per  fquare.  -  1856  ’3 

19  fquare  at  25/.  per  fquare.  —  _  JO 

9  fquare  l,  at  18/.  per  fquare.  -  —  jy  t  0 

18  fquare,  at  10/.  ter  fquare.  -  —  jjfo  0 

Total  expence  ^694  15 


PLATE  XXIX.  N°  22. 

The  plan  and  elevation,  of  a  houfe  Juited  to  a  gentleman 
who  occupies  his  own  efate, 

A  T  T  ALL  12  feet  wide. 

B  Stairs  4  feet  6  inches  wide. 

C  Kitchen  26  feet  by  20  feet,  with  a  long  table  repre- 
fented  by  dotted  lines. 

D  Parlour  20  feet  by  13  feet  6  inches. 

E  Brew-houfe,  bake-houfe,  &c. 

F  Dairy  20  feet  by  15  feet  6  inches. 

G  Store  room  17  feet  6  inches  by  13  feet. 

H  Paffage  5  feet  wide. 

I  Pantry  13  feet  by  14  feet. 

K  Cellar  funk  3  fleps  down,  16  feet  6  inches  by  1 3  feet. 
L  Ditto  22  feet  by  13  feet. 

M  Court  yard. 

N  Well. 

O  Open  (head  with  lofts  over  it  and  (lairs  leading  thereto, 
and  thofe  over  the  (tables. 

P  Hog  (lies. 

^  Paffage  to  ditto,  &c. 

R  Stable. 

S  Ditto. 

F  Coach  and  cart-houfe  with  grannery  over  it, 

FBarn. 

/f'Reak  yard. 

X  Court  yard  for  poultry,  &c. 
jTSheadfor  ditto. 

N.B.  Abcdfij/  the  granery,  &c.  and  e  f  g  h  is 
?  of  the  barn,  and  the  dotted  line  b  f  is  the  middle  of  the 
yttrd-  F  EJlimate 
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EJlimate  to  N0  22. 

The  two  flories  are  10  feet  each,  and  the  body  of  the 
houfe  ABODE,  contains  28  fquare  a,  and  may  be 
built  in  a  good  manner  for  30  pounds  per  fquare. 

The  iheaded  parts  G  H I KL  contains  7  fquare,  at  20 


pounds/w  fquare. 

£■ 

s. 

23  fquare  *,  at  30/.  per  fquare.  - -  — 

850 

0 

7  fquare  §,  at  20  J.  per  fquare.  -  — 

1£° 

0 

Total  expence 

IOOO 

0 

PLATE  XXX.  N°  23. 

The  plan  and  elevation  of  a  defign  for  a  houfe  56  feet  in 
the  front ,  with  proper  offices. 

A  A  TJ  ALL  11  feet  wide  at  the  entrance,  and  12 
-l  feet  wide  between  the  middle  walls. 

BB  Stairs  4  feet  6  inches  wide,  and  back  flairs  lighted 
from  the  roof. 

CC  Parlours  20  feet  by  18  feet. 

D  Breakfafl  room  12  feet  by  8  feet. 

E  E  Clofets  12  feet  by  12  feet. 

F  Drawing  room  3  1  feet  6  inches  by  20  feet. 

G  Dining  room  20  feet  by  20  feet. 

HHHHHH  Paffages. 

1  Servants  hall  20  feet  by  18  feet. 

A'H  ufe-keeper’s  room  18  feet  by  20  feet. 

L  Kitchen  2 3  feet  by  20  feet. 

M  Back  kitchen  18  feet  by  12  feet. 

N  Stairs  6  feet  wide  to  Iandry  room  over  the  kitchen,  &c. 
O  O  Cook’s  larders  10  feet  by  9  teet  10  inches  each. 

P  Butler’s  pantry  18  feet  by  14  feet  6  inches. 

^Steward’s  hall. 

R  Stable  43  feet  by  20  feet. 


S  Stairs. 

T  Great  front  court. 

VV  Bafe  courts. 

The  parlour  and  chamber  flories,  are  each  14  feet  in 
the  clear,  and  the  attick  9  feet,  the  cellars  is  fuppos’d  to 
be  under  the  body  of  the  houfe. 

Eftimate  to  N°  23. 

The  body  of  the  houfe  contains  36  fquare  f,  and  may 
be  built  in  a  well  finifh’d  manner  for  40  pounds  per 
fquare.  The  clofets  EE  contains  5  fquare,  at  35  pounds 
per  fquare.  The  offices  P  SfH  H  and  M,  contains  19 
fquare  a,  at  18  pounds  per  fquare.  The  offices!,  AO 
O  and  R,  25  fquare  at  24pounds^£r  fquare, 

£■  ’■ 

36  fquare^,  at  40 1.  per  fquare. -  1460  o 

5  fquare,  at  35/.  per  fquare.  - -  -  175  o 

19  fquare  \,  at  18/.  per  fquare.  • — - 351  o 

25  fquare  ar  24/.  per  lquare.  -  • — -  612  o 

Total  expence  2598  o 

P  L  A  T  E  XXXI.  N°  24. 

Is  the  cellar,  ground,  and  chamber  plans,  with  the  eleva~ 
tion  of  a  defign  for  a  houfe  and  offices  1 07  feet  in  front, 
Juitable  for  a  gentleman  of  a  middle  fortune. 

A  TL'Ront  ffeps. 

J-'  if  Hall  15  feet  fey  15  feet. 

C  Little  parlour  1 1  feet  bv  10  feet. 

D  Parlour  1 5  feet  by  12  feet. 

E  PafTage  into  the  garden,  &c. 

F  Clofet  9  feet  by  6  feet. 

G  Houfe-keeper’s  room  10  feet  by  9  feet  7  inches. 

H  Great  flairs  12  feet  6  inches  by  10  feet. 


1  Par- 
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/  Parlour  1 2  feet  6  inches  by  12  feet  6  inches, 

K  Drawing  room  18  feet  by  16  feet. 

L  Dining  room  20  feet  by  18  feet. 

M  Paffage  and  flairs  to  rooms  over  the  kitchen,  &c. 

Ar  Kitchen  20  feet  by  15  feet. 

O  Cooks  pantry. 

P  Paffage  3  feet  6  inches  wide. 

i^Back  kitchen,  brew-houfe,  &c.  18  feet  6  inches  by 
15  feet. 

R  Cook’s  larder  15  feet  by  7  feet. 

S  S  Steps  leading  to  the  lower  offices. 

T  /Stables. 

^Paffage  and  flairs  to  lofts. 

W  WWW  Back  courts,  &c. 

See  the  cellar  flan, 

X  Outfide  paffage  into  the  cellars. 

T  Stairs  and  paffage. 

Z  Butlers  pantry. 
a  b  Wine-cellars. 
c  Servants  hall. 
d  Common  cellars. 
e  Ale-cellar. 
f  Stairs. 

gilm  Bed  chambers. 
k  n  Drelfing  rooms. 

0000  Beds. 

The  parlour  and  chamber  flories,  are  each  ji  feet  high 
in  the  clear,  and  the  attick  9  feet. 

Ejlimate  to  N°  24. 

The  body  of  the  houfe  contains  22  fquare,  and  may  be 
built  in  a  good  manner  for  38  pounds  per  fquare,  the 
offices  22  fquare  f,  at  23  pounds  per  fquare. 


J.  a. 

22  fquare,  at  38  /.  per  fquare.  -  836  o  o 

22  fquare  *,  at  23/.  per  fquare.  -  366  13  4 

Total  expence  1402  13  4 

PLATES  XXXII,  and  XXXIII.  N°  25. 

The  ground  flan  and  2  elevations  of  a  defign  for  a  houfe 
and  offices,  which  extends  193  feet. 

A  Ront  fleps. 

B  Garden  front  ditto. 

CC  Common  entrance  ditto. 

DD  Ditto  to  garden. 

E  Entrance  1 2  feet  diameter. 

F  F  Paffage  12  feet  wide. 

G  Great  flairs, 

HH  Paffage  8  feet  wide. 

//Ditto  6  feet  v/ide. 

K  Parlour  20  feet  by  16  feet. 

L  Clofet  9  feet  9  inches  by  7  feet. 

M  Ditto. 

N  Drawing  room  24  feet  by  20  feet. 

O  Dining  room  20  feet  by  19  feet and  the  recefs  for  the 
fide-board  3  feet  deep. 

P  Clofet  3  feet  by  4  feet  6  inches. 

^Butler’s  private  entrance. 

R  Parlour  20  feet  by  16  feet. 

S  Clofet  7  feet  by  7  feet 
T  Back  flairs  7  feet  6  inches  wide. 

V  Kitchen  3 1  feet  by  20  feet. 

Z7  Scullery  16  feet  by  10  feet  6  inches. 

W  Cook’s  larder  1  c  feet  6  inches  by  8  feet. 

X Stairs  to  rooms  over  the  kitchen,  &c. 

T  Ditto  to  rooms  above. 


Z  Stewards 


(  ) 


Z  Stewards  room. 
a  Servants  hall. 
b  Houfe-keepers  room. 
c  Butler’s  pantry. 

The  parlour  and  chamber  ftory  are  each  14  feet  high 
in  the  clear,  and  the  attick  12  feet. 

The  cellars  are  intended  under  the  body  of  the  houfe 
and  there  may  be  garrets  in  the  roof. 


Ejlimate  to  N°  25. 

The  body  of  the  houfe  contains  46  fquare,  and  may 
be  built  in  a  good  manner  for  50  pounds  per  fquare.  The 
paffage  H  5  fquare  i,  at  18  pounds^tr  fquare. 

The  offices  24  fquare  J,  at  30  pounds  per  fquare. 

£. 

46  fquare,  at  50  l.  fer  fquare. - —  23'oo 

5  fquare  i,  at  18  /.  fer  fquare.  - — .  —  9^ 

24  fquare  j,  at  30/.  fer  fquare.  —  —  735 


s. 

o 

10 

o 


Total  expence  3129  10 

PLATES  XXXIV,  and  XXXV.  N°  26. 

The  flan  ends  elevations  of  a  defign  for  a  houfe  and  wings 
which  extends  1 56  feet. 

See  farlour  flan. 

A  T/Ront  fteps. 

IE  B  Hall  27  feet  by  24  feet. 

C  C  Paffage  and  flairs  20  feet  by  12  feet. 

D  Parlour  14  feet  by  12  feet. 

£  Dining  room  22  feet  by  20  feet. 

F  Clofet  8  feet  diameter. 

G  Paffage. 

H  Drawing  room  2  ftories  high,  32  feet  by  24  feet. 

1  Back  flairs  8  feet  wide. 

A  Parlour  20  feet  by  16  feet  6  inches. 


L  Ditto  20  feet  by  20  feet. 

M  Clofet  8  feet  diameter. 

N  Tarras. 

O  O  Steps  to  garden. 

P  P  Paflages  3  feet  wide. 

^Matters  room  20  feet  by  20  feet. 

R  Miftreffes  ditto. 

S  The  roofs  of  fheads 
TTTT  Back  courts. 

See  ground floor. 

V  FPaffages  and  cellar  flairs. 

WW  Paffages. 

XX  Cellars. 

TSheads. 

Z  Cellar. 
a  Servants  hall. 
b  b  Kitchen. 

cBack  kitchen  with  flews, 
d  Scullery. 
ee  Cook’s  larder. 

/"Butler's  pantry. 
g  Houfe-keeper’s  room. 
h  Steward’s  room. 

Hit  Back  courts, 

The  ground  ftory  is  10  feet  high  in  the  clear,  the  par¬ 
lour  14,  the  chambers  12,  and  the  attick  9  feet,  the  garden 
front  chambers  will  be  equal  to  E  L,  and  their  drefling 
rooms  to  F  M,  with  a  clofet  equal  to  G  G,  the  room 
over  K  will  be  1 6  feet  6  inches  by  1  5  feet  6  inches,  with 
a  paffage  of  4  feet  wide  from  the  back  flairs. 

PLATES  XXXVI,  and  XXXVII.  N°  27. 

The  ground  flan  and  2  elevations  of  a  deflgn  for  a  houfe 
and  offices. 

X  R  E  AT  court  108  feet  wide. 

B  d  Hall  27  feet  6  inches  by  24  feet,  B  is  2  ftory 

high 
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high,  but  d  Is  cover’d  with  an  arch  level  with  the  par¬ 
lour  ceiling,  for  a  paffage  of  communication  in  the 
chamber  flairs. 

C  C  Parlours  14  feet  by  u  feet  6  inches. 

D  D  Stairs  8  feet  wide. 

E  E  Clofets  8  feet  diameter. 

F  F  Ditto  for  butler’s  pantry  and  houfe-keeper’s. 

G  G  Paffages  j  feet  wide,  leading  under  the  flairs  to  the 
offices. 

FI  H  Dark  clofets. 

II  Parlour  and  dining  room,  each  20  feet  by  18  feet. 

K  Drawing  room  24  feet  by  24  feet,  and  2  ftorieshigb, 
not  including  the  recefs  of  the  bow-window,  which 
is  8  feet  diameter. 

L  Clofet  12  feet  by  6  feet. 

M Private  flairs ‘6  feet  wide. 

N  N  Paffages  5  feet  wide. 

O  O  Ditto. 

P  Stairs  to  rooms  over  the  kitchen,  &c. 

^Cook’s  larder  15  feet  by  12  feet, 

R  Kitchen  30  feet  by  22  feet. 

S  Scullery  and  bake-houfe. 

T  Pa  ffage. 

V  Steward’s  room  14  feet  by  12  feet. 

U  S fairs  to  rooms  over  the  liable,  &c. 

IV  Stables. 

X  Coach-houfes. 

rp*mge. 

Z  Z  Courts. 
a  ^  B^ck  courts. 

Th  e  fervants  hall,  with  cellars,  and  other  offices  is  Op¬ 
pos’d  to  be  under  this  floor. 

The  parlour  and  chamber  flories  are  each  12  feet  high 
in  t  he  clear,  and  the  attick  10  feet. 

X  B;  The  clofets  over  F  F,  mujl  be  come  at  from  the 
half face  of  the  fairs. 
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N  27. 


Eftimate  to 

The  body  of  the  houfe  contains  43  fquare  |,  which 
may  be  built  in  a  good  workman  like  manner  for  50 
pounds  per  fquare;  the  offices  IfRV  W,  27  fquare,  at  25 
pounds  per  fquare  ;  the  offices  S  T  X  F,  and  paffages 
N N,  1 5  fquare,  at  18  pounds  per  fquare. 

&  s. 

43  fquare  i,  at  50  /.  per  fquare.  -  —  2175  o 

27  fquare,  at  25  /.  per  fquare. - — .  675  o 

15  fquare,  at  18 1.  per  fquare.  - .  -  270  o 


Total  expence  3120  o 

PLATES  XXXVIII,  and  XXXIX.  N°  28. 

The  plan  and  elevation  of  a  defign  for  a  houfe  and  offices 
extending  \qbfect  0  inches. 

A  C  T  E  P  S  to  the  great  court. 

'D  B  Hall  27  feet  by  24  feet,  2  flories  high. 

CC  Parlour  20  feet  by  18  feet  6  inches. 

DD  Clofets  12  feet  by  10  feet. 

EEEE  Paffages. 

F  F  Clofets. 

G  Befl  flairs  8  feet  wide. 

H  Back  flairs  ditto. 

I  Lobby  5  !  feet  6  inches  by  1 5  feet. 

K  Great  room  38  feet  by  24  feet,  2  flories  high. 

L  Drawing  room  25 feet  by  20  feet. 

M  Clofet  i  2  feet  by  1  o  feet. 

N  Dining  room  25  feet  by  20  feet. 

O  Side-board  in  ditto. 

P  Private  flairs  from  the  butler’s  pantry, 

^Garden  front  fleps. 

R  R  Paffages  5  feet  wide. 

G  S  S  Steps 


t'/Tc 


it  tie  ?  /tr/ //a  r  ' 


L  2 


*  1 


6'  5  Steps  to  the  garden. 

•/Matter’s  boating  room,  or  Reward’s  hall,  22  feet  by  16 
feet. 

V  Stable  40  feet  by  22  feet. 

W  Coach-houfes, 

X  X  Steps  leading  down  to  a  paflage  under  R  R  to  the 
lower  offices. 

TY  Bale  courts. 

Z  Z  Great  front  court. 
a  a  a  a  Little  inward  courts  and  entrances. 
b  b  Steps  up  to  the  palfages  R  R. 
c  c  Steps  down  to  the  lower  offices. 
r/Houfe-keeper’s  room  2  2  feet  by  16  feet. 
e  Kitchen  30  feet  by  22  feet. 

/'Cook’s  larder  22  feet  by  9  feet  8  inches. 
g  Back  kitchen  and  fcullery. 

N.  B.  The  flairs  up  to  the  rooms  over  the  kitchen  and 
Jlables,  &c.  begins  in  the  faffages  II  R,  clofe  to  the  jleps 
b,  and  flies  over  c,  winds  over  a,  and  from  thence  in  a 
Jlraight flight  over  b ,J'o  into  rooms  over  T  and  d,  &c. 

The  parlour  Rory  is  15  feet  high  in  the  clear,  and 
the  chamber  ftory  14;  the  attick  which  Rands  over  the 
lobby  I,  may  be  divided  into  lodging  rooms,  or  made  a 
billiard  room  ;  the  way  into  it  mult  be  from  a  building 
rais’d  at  the  head  of  the  flairs,  to  make  headway  for  the 
fame,  as  is  reprefented  in  the  front,  by  dotted  lines,  which 
will  be  no  eyefore,  becaufe  it  can’t  be  feen  in  the  great 
court,  the  front  building  projecting  fo  much  before  it; 
there  is  garrets  fuppos’d  to  be  in  the  roof,  and  there  may 
be  a  fquare  ftory  of  6  feet  4  inches  under  the  billiard  room, 
becaufe  the  floor  of  the  latter  is  fuppos’d  to  be  but  2  feet 
6  inches  below  the  ridge  of  the  roofs,  and  there  will  be  4 
rooms  of  12  feet  by  10  feet  in  the  fquare  territt,  over  the 
clofets,  &c.  D  D  MR, 

Eflimate  to  N°  28. 

The  body  of  the  houfe  (except  the  lobby  Z)  contains 


67  fquare  -,  and  may  be  built  in  a  good  middle  finifh’d 
manner  for  60  pounds  per  fquare;  11  fquare  (  on  the 
lobby  at  65  pounds  per  fquare;  18  fquare  and  j  of  offices 
d  efVT,  at  25  pounds/er  fquare;  9  fquare  7  of  paflages 
R  R,  at  14  pounds  per  fquare. 


67  fquare  J, 

£■ 

s. 

d. 

at 

60  /.  per  fquare. 

—  4050 

0 

0 

1 1  fquare 

at 

6  5  /.  per  fquare. 

—  763 

0 

33  fquare  f, 

at 

23/.  per  fquare. 

—  h'33 

6 

$ 

6  fquare  (, 

at 

14  l.  per  fquare. 

—  88 

13 

4 

Total  expence  5685  15  o 

PLATES  XL,  and  XLI.  No  29. 

Yhe  ground  plan  and  two  elevations  of  a  deflgn for  a  houfe 
and  offices-,  fee  the  following  divifions. 

A  /^tReat  court  100  feet  wide. 

B  Hall  26  feet  by  26  feet,  one  ftory  high. 

CCCC Paflages  6  feet  wide. 

D  Little  parlour  1 1  feet  by  1 1  feet. 

E  Back  flairs. 

F  Paflage  6  feet  wide. 

G  Beft  flairs. 

H  H  Paflage  6  feet  wide. 

1  Parlour  1 8  feet  by  r  8  feet, 

K  Dining  room  ditto. 

L  Drawing  room  25  feet  by  16  feet,  not  including  the 
recefs  for  the  bow  window. 

M  Great  room  35  feet  by  23,  feet  two  ftories  high,  not 
including  the  recefs  for  the  bow  window. 

N  Steward’s  room  1 1  feet  by  1 1  feet. 

O  Servants  hall  23  feet  by  2  2  feet. 

P  Stairs  to  rooms  over  the  liable,  £?c. 

.^Paflage. 


R  Stable 


/' / r//r  . 


Y 


K 


far  fur  flaw. 


S/ro7u?id  flaw 


<fcale 


//  m?A- 


80  /ee£- 


far?' 


'  fcU-^0 


R  Stable. 

S  Butler’s  pantry  1 5  feet  by  1 1  feet. 

T  Houfe-keepei’s  room  19  feet  by  1 1  feet. 

T  Cook’s  larder  1  5  feet  by  10  feet. 

W  Stairs  to  rooms  over  the  kitchen,  &c. 

X  Kitchen  24  feet  by  24  feet. 

Y  Scullery  and  bake-houfe. 

Z  Paflage. 
a  a  Back  courts. 
b  b  Ditto. 

c  c  Low  building  equal  to  Y Z. 

N.  B.  Cellars  is  J'uppos’d  to  be  funk  under  all  the  body 
of  the  houfe,  and  garrets  in  the  roofs. 

The  parlour  ftory  is  15  feet  high  in  the  clear,  the  cham¬ 
bers  14,  and  the  attick  10  feet. 

The  EJlimate  to  NQ  29. 

That  part  of  the  houfe  mark’d  II  H IK  L  M,  con¬ 
tains  40  fquare  j,  and  may  be  finifh’c  in  a  good  manner 
for  75  pounds  per  fquare  ;  ditto  mark’d  CD  E  F  G  CB 
24  fquare,  at  65  pounds  per  fquare  R  X,  15  fquare  and 
l,  at  28  pounds  per  fquare;  P  O  CMC  STY,  25  fquare 
and  l,  at  15  pounds  per  fquare;  YZC  C  11  fquare  and  ', 
at  20  pounds  per  fquare. 

£■ 

40  fquare  at  y^l.per  fquare.  -  3 037  10 

24  fquare,  at  63  /.  per  fquare.  . -  . - 1560  o 

15  fquare  at  28  l.per  fquare.  — .  -  434  o 

25  fquare  a,  at  j 5/.  per  fquare. - -  - — ■  378  13 

)  1  fquare  f  at  20/.  per  fquare.  - -  230  o 

Total  expence  5640  5 

PLATES  XLII,  and  XLIII.  N°  30. 

The  plan  and  elevation  of  a  defign  for  a  fummer-lodge,  built 
on  an  eminence ,  and  inclofed  by  bajlion ,  &c.  Tee  the 
fol  owing  divifons. 

^Tj’Ront  fleps, 

P  B  Ditto 


[  43  ] 

CCC C  Baftions. 

E  Hall  21  feet  by  18  feet. 

F  Stairs  14  by  14  feet. 

G  Parlour  21  feet  by  18  feet. 

H  Ditto  14  feet  by  14  feet. 

I  Chapel  32  feet  diameter  cover’d  with  a  dome,  the 
dotted  corveline  reprefents  a  gallery  trull;  from  the  walls, 
placed  level  with  the  upper  floors  for  a  communica¬ 
tion  between  chambers,  &c. 

K  A  room  14  feet  by  14  feet. 

L  Dining  room  2 1  feet  by  1 8  feet. 

M  A  room  14  feet  by  14  feet. 

N  Drawing-room  21  feet  by  18  feet. 

OOOO  Areas  level  with  the  half-pace  of  the  fleps  A  B, 
inclofed  above  by  a  cirband,  iron  railes ;  fee  the  dotted 
lines,  &c. 

P  A  door  leading  to  the  offices  below,  by  a  fubterranean 
paflage ;  fee  the  door  on  the  fleps  of  the  elevation. 

The  parlour  and  chamber  ftories  are  each  14  feet  high 
in  the  clear,  and  garrets  may  be  mode  to  be  come  at  by  a 
fecond  gallery. 

The  lower  offices  may  be  divided,  as  follows;  fervants 
hall  under  £;  the  kitchen  under  7;  cook’s  two  larders 
under  77;  with  a  paflage  between  them  leading  to  the 
room  under  G,  for  the  houfe-keeper’s  room  ;  the  butler’s 
pantry  under  A';  awine  cellar  under  L  ;  and  the  fteward’s 
room  under  N ;  with  a  common  arch’d  cellar  under 

ZJUISL 

EJlimate  to  N°  30. 

The  chapel  1  contains  13  fquare,  and  may  be  built 
for  70  pounds  per  fquare. 

All  the  other  part  of  the  houfe  contains  42  fquare  and 
i,  at  30  pounds  per  fquare. 


23  fquare 


C  i. 

13  fquare,  atjol.per  fquare. - -  910  c 

42  fquare,  at  50 /.  per  fquare. - -  2.25  q 

Total  expence  3035  c 

PLATE  XLIV,  N°.  31. 

The  ground  and  parlour  plans  of  defign  for  a  building 
form’d  by  an  equelateral  triangle ,  whofe fides  B  H  1 B, 
or  P  S  W  F  are  44  feet,  which  are  the  extreme  points  of 
the  angle,  and  is  the  centers  of  the  circular  clojets,  &c. 
The  dimenfions  of  the  federal  rooms  are  as  follows. 

A  T7  O  O  T  of  fteps,  which  leads  up  to  the  tarras. 

B  Porch  or  entrance  into  the  lower  offices,  9  feet 
6  inches  diameter,  and  its  floor  2  feet  below  the  furface 
of  the  earth. 

C  Servants  hexagon  hall,  21  feet  6  inches  diameter,  light¬ 
ed  by  4  windows  from  the  tarras. 

D  Kitchen  17  feet  6  inches  by  1 5  feet  6  inches  in  the 
clear  of  the  walls,  which  bears  the  upper  ftories. 

E  Ploufe-keeprr’s  room  ditto. 

F  Cellar  17  feet  6  inches  by  8  feet  9  inches  in  the  clear, 
between  the  flairs,  and  wall  which  bares  the  upper 
ftories. 

G  Little  cellar  6  feet  6  inches  by  6  feet  6  inches. 

H  Butler’s  pantry  9  feet  6  inches  diameter, 

I  Larder  ditto. 

K  Steps  to  the  garden. 

N.  B.  The  walls  of  this  Jlory  is  2  feet  6  inches  thick , 

and  the  void  Jpace  between  them  2  feet  3  inches. 

See  the  parlour  plan. 

L  Foot  of  the  fleps. 

M  Door  of  entrance  from  the  tarras. 

N  Hexagon  hall  22  feet  diameter,  2  ftories  high. 

O  Parlour  18  feet  by  16  feet. 

P  Clofet  10  feet  diameter, 


(  2  4  ) 

Study  18  feet  by  9  feet. 

R  Clofet  7  feet  by  6  feet. 

S  Clofet  10  feet  diameter. 

7  Door  to  the  tarras. 

V  Dining-room  18  feet  by  16  feet, 

W  Clofet  10  feet  diameter. 

XXXXXX  Tarras  5  feet  wide,  inclos’d  by  iron  rails. 

T'  Garden  fteps. 

PLATE  XLV.  N°  31. 

•"j- '  PI  E  tarras  i  8  feet  above  the  furface  of  the  earth, 
from  whence  the  floor  of  the  hall  rifes  6  inches,  and 
the  floor  of  the  offices  is  2  feet  below  the  furface,  fo  the 
whole  height  front  the  office  floors,  to  the  floor  of  the 
hall  is  jo  feet  6  inches,  front  which  deduftone  foot  for 
the  thicknefs  of  the  floor,  and  9  feet  6  inches  remains  for 
the  height  in  the  clear  of  the  office  ftory.  The  parlour 
ftory  is  14  feet  high  in  the  clear,  and  the  ftory  over  it  8 
feet,  and  truft’d  galleries  in  the  hall  for  a  communication 
between  the  upper  rooms;  there  is  garrets  in  the 
roof,  and  a  billiard  room  over  the  hall,  with  a  cov’d 
ceiling. 

EJlimate  to  N u  31. 

The  whole  plan  including  fteps  and  tarras,  contains  41 
fquare  and  and  may  be  built  one  with  the  other  in  a 
good  manner  for  35/.  per  fquare,  which  amounts  to  1452 
pounds  10  drillings, 

PLATE  XLVI. 

Shews  the  life  of  arum  invented  arcbiteftonick  rule,  with 
the  method  of  making  them  fuitable  to  the  proportions 
of  any  mouldings. 

I  R  S  T,  chufe  the  author  whofe  works  are  raoft  fuit¬ 
able  to  your  purpofe  (I  have  made  choice  for  this  ex¬ 
ample 


(  25  ) 


ample  Mr.  Gibbs’ s  tufcan  cornice)and  provide  a  rule  long 
enough  to  contain  the  height  and  projection  of  the  largeft 
cornice,  or  moulding  your  work  requires,  and  mark  a 
middle  line  on  the  flat  fide,  (See  D  E)  on  one  fide  of 
which  let  the  hieghts  of  all  the  members,  (as  the  fide 
R  R,  on  the  rule  P  )  alfo  F  G,  whereon  mark  all  the 
projections,  (as  the  fide  SS,  on  the  rule  P  then  is 
Pi^the  rule  for  the  tufcan  cornice,  which  anfwers  the 
ends  of  D  E  and  F  G.  Thefe  lafl  I  am  oblig’d  to  reprefent 
by  two  rules  in  the  example,  becaufe  of  (hewing  all  the 
heights  and  projections  at  one  view;  and  on  the  other 
flat  fide  of  the  rule  P  ^  may  be  mark’d  the  architeCtrave 
with  bafe  and  capital  of  the  column,  or  any  other  mould¬ 
ings  required. 

See  the  drawing  board  RSFV,  and  the  ufe  of  the  rule 
Pf^,,  and  obferve  FI  I  is  equal  to  D  E,  and  the  fide 
R  R,  alfo  K  L  to  F  G,  and  the  fide  S  S. 

Firft,  draw  the  perpendicular  wall  line  XT,  of  a  length 
at  pleafure,  and  fet  on  the  intended  height  M  N,  from 


which  draw  the  lines  M  W  and  NV,  of  a  length  at  plea¬ 
fure,  at  right  angles  with  M  N  ■,  then  take  the  fide  R  R 
or  H  1  and  fet  the  divifion  or  foot  mark’d  t  on  the  point 
M,  and  move  the  end  /  ’till  the  divifion  p,  which  is  the 
top  bed  touches  the  line  N  U,  then  with  a  pencil  point  out 
the  feveral  divifions,  i,  2,  3,  4,  5,  6,  7,  8,  9,  through 
which  draw  lines  for  the  height  of  the  feveral  members, 
parallel  with  N  U. 

To  fet  on  the  projections,  take  the  fide  SS  or  KL, 
and  fet  the  mark  10  on  the  point  N,  or  any  other  part 
of  the  wall  line  XI,  and  move  the  end  L  about,  ’till  K 
L  is  at  right  angles  with  HI,  then  from  the  divifions  10, 
11,  12,  13,  14,  15,  16,  17,  and  18,  with  a  pencil  point 
out  the  feveral  projections,  and  draw  them  parallel  with 
X  T,  then  draw  the  feveral  moulded  corves  in  the  ufual 
manner,  which  gives  the  requir’d  cornice  MNO,  and 
fo  of  all  other  members  in  architecture. 


FINIS. 


V/v 


13812? 


.A .  tier  . 

B  •  ta/ryr  to  Ada . 

C  .  d>rtatfdyiir/u/reAt  /Add  n/etA  AfadAeat. 

J) .  Jyumdre/i  /f  a /Af  F t'm/'e'r  A  C. 


r,/ te  rj/tt  cfav  test;  of  ttedeond  //<’?•,  and t/f  tn/o 

tfd/o//at?a/  drrfitj,  a/  ffcoT/nonJfe-T ;  tf  Jd'tc?nf/y 

(f//mf  to  tfe  cow/doratton  of  tfr  /f//ft\  tfoddr  t/or/’f'' 

Sfts  ton/m<yj/onorJ.  tn-td.td  fade/ do/i/n  f ?aoJt//o~ofa 
dr  ///rltod,  of  /of toy  tf/f  f/j /or  '1'or  at  tnrrdro/ ,//'// foot 
fio'e/adore/iy  ///  tAo  feast  ft*  Ortatraf  dts/t/ns? . 


£  .  xr/sreAed  . 

£  .  '-foot  /2/aya  , 

G  .  CatrrAdyr-  /Pay. 
H .  idcmAe  r  A7r'u//ed . 


//  • m  dt <if//> c  // ■//  //  tni>.  A  dtA-  /fffd  ■ 


Made  doton  idle-  2  -fla/nay  d  AfaccAed  and  carry  did  dvr  £0  /At  yproyier 
He  ty Ait,  on  tv  j&t  4  framed  Arndt  in  ymamneir  Airyired&nteed  in  y^MreftAe,  at 
JdyaadJ/tdtanca',  if  2  Pu/ermodt  to  AeyjTncAiedJrom  iffon/Ada/At ,  t/iem  turn  over  ^fmKasnE!^^ 

f Cii/Jtenc  doc/iedfad  f 7? 'or A'  yoed  on,  Act  on  dr  on  Aramyid  nf/Ac  to  if T/mAer .  . 

(•  /,v’  f d)  ed  tyn  )  f  made  y  taurded  atcac/i  tsrernfn  ef ontZea/r  A  at  if ToyiAeaceyi/tdode  1  ((pi  B 

.  n  f f'erntd)  //  f  /a i//y  A etfe/r  Aledtdt  y  drifted  ;  dm  Awdd\fiatd/iamAr'eAA/rieAo  for: 


m 


H  /Ad/A',  of  2.  A/rAeA  MtcA,  4  IncAcv  from  f  Frame ,  ad  f  //‘or A  //Aid ,  ft// An  foot'd 
Jfiarcd,  Aetnrm  do /n  and  f  7ft /n At  r  /a  Ad  tounded  AAarooaA,  m  fn/rAAyiscdertit  ? 
/Ac  Wood  many  /Ayed ;  deal  /na  n  f  Arun/ir  t/reAcd  m/er  f/ui/J  '/rne,  Ae/n/ern 
jU  deJyuindriA ZZ/aA/d;  A  from  t/iede  6/taAAd  dyi  nay  JAArc/icd  ofd/rAcA  n/Aioje  Area'// 
/nudt Ae  a yireyie r  dteyAt At  reeetae  y fare  mm /vfr-.  aAAnd  At  A, 


^  j  a  ' . -  ntm  y/redumiO 

-B  art onAy /ire.  rent  ify/eat ///ntfA/ e/A/aAAoet,  Att/di vn ■  a ma/et yior/e/f/  A/tt tv,-//  t>tt  f 


ndAA 


dt'd  theorduny  to  t/ct  0/  ParAtamiemt 


Ay  1 7.  /OrAndAey  An,  Zk  rtt  /?tr?id  J'tree/  . 


(hi  a  far/Ae?-  e-nyuiri/  aond  ///endure  wen/  <  ^  /end  /Afire,  to  ArnAe  feet  of  cAAa/Aeot  on  /die,  yt art  n^/iereon  Me  .  Aru/ded  etr/enef  ,  eneda  Mop/  ' 

ran  An  An  Any  A?ne  AuinidreeA  We  /y/tn  ,  tr/ic/  aanoun/o  to  uytn/ar/Ad  oj  tfzy  Adit  aid  ef  nrfueWjoo  AA/Atna  Ad  not  onAy  itde/e/j  A//A  ?  /i  reyt/d/ma  /  An 

-<r  AA  t;/t  f  ’  c’/A/'r  /lar/e  d/  /Alt'  '  /A /'A id  1/  f .  t 
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